











CLEVELAND YELLOW CAB COMPANY 
Uses RAYTHEON TUBES 


in world’s first taxicabs with two-way radio! 











The eyes of the nation’s transportation indus- 
try are on Cleveland these days, for it is there 
that the world’s first taxicabs equipped with 
two-way radio are being demonstrated by the 
Cleveland Yellow Cab Company. 


Officials say that dispatching has proved so 
much more efficient that future fleets similarly 
equipped will eliminate millions of miles of 
wasteful “dead” cruising. And they also report 
that Raytheon High-Fidelity Tubes, used in 
both transmitter and receivers, provide clear, 
dependable reception—even in the tunnels 
under Cleveland’s Terminal Tower. 


This application of Raytheon Tubes is just one 
of many being planned for the postwar period 
by progressive manufacturers in the electron- 


ies field. 
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ack All Four Divisions 
Have Been Awarded 
Army-Navy ‘‘E"’ 
With Stars 


181 Stations 


If you are a radio service dealer, you, too, 
should realize that Raytheon’s combined pre- 
war and wartime tube experience will result in 
even better tubes for all uses. Keep an eye on 
Raytheon . .. and watch for a Raytheon mer- 
chandising program that will help you be more 
successful, in the peacetime years ahead, than 
you’ve ever been before! 
. e ° 

Increased turnover and profits . . . easier stock control 
.. - better tubes at lower inventory cost ... these are 
benefits which you may enjoy as a result of the 
Raytheon standardized tube type program, which is 
part of our continued planning for the future. 


Raytheon 
Manufacturing Company 
RADIO RECEIVING TUBE DIVISION 


Newton, Massachusetts — Los Angeles 
New York — Chicago — Atlanta 


RAYTHEON 


Wigle Fidelity 


ELECTRONIC AND RADIO TUBES 




























When time is of the utmost importance the ease and precision 
with which Mykroy can be fabricated into insulator parts makes 


° ° ° ° A representative group of parts fabricated in Mykroy to 
it exceptionally useful to electronic and electrical engineers. P ars diag age 4 


customer's specifications in our own plant. We have 


Make those design changes on the spot... make them quickly complete facilities to produce such parts in any quan- 
tities on rapid delivery schedules. Send us your speci- 
fications. 


and economically with Mykroy, for, here is a ceramic which can 
be worked in your own shop. Just transfer your design to the 

























= Mykroy sheet... then using conventional shop tools . . . pro- 
n duce the desired part by simple cutting, grinding, drilling, tap- MECHANICAL PROPERTIES* 
7 ping and polishing techniques. MODULUS OF RUPTURE non 18000-21000psi 


Mohs Scale 3-4 BHN. BHN 500 K9 Load. 63-74 








e Because it has high structural strength and physical stability IMPACT STRENGTH........ASTM Charpy .34-.41 ft. Ibs. 
- ioe COMPRESSION STRENGTH................ sevvessees42000 psi 
Mykroy can be machined to critical tolerances more readily than SPECIFIC GRAVITY 2.75-3.8 
. : : oo THERMAL EXPANSION..........000006 . 
other types of ceramics. In addition, its electrical characteristics APPEARANCE... Perea Sy cotadeten 

ol are of the highest order and do not shift under any conditions ELECTRICAL PROPERTIES* 
e . . . DIELECTRIC CONSTANT 6.5-7 
e short of actual destruction of the insulation DIELECTRIC STRENGTH (%”).......... 630 Volts per Mil 
is itself. This, plus excellent chemical and POWER PACICE........ O01-.002 (Mests AWS,t-41 


*THESE VALUES COVER THE VARIOUS 
GRADES OF MYKROY 
GRADE 8. Best for low loss requirements. 
GRADE 38. Best for low loss combined with high me- 
chanical strength. 
GRADE 51. Best for molding applications. 


Special formulas compounded for special requirements. 


physical properties, makes it one of the best 
insulating materials ever developed for 
general and high frequency applications. 

Get the full facts about this versatile dielectric now. 
Ask for a copy of the new MYKROY BULLETIN 102 
which describes the new larger (191/,” x 293/,”) sheet 


now available and call upon our engineers to help 
with your problems. 
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MADE EXCLUSIVELY BY 


jc cs -00 
eno cHAN 70 CLIFTON BLVD. CLIFTON, N. J 
. - MEGACYCLES AT 70° F 
CHICAGO 47; 1917 N. Springfield Ave., Tel. Albany 4310 


EXPORT OFFICE: 89 Broad Street, New York 4, New York Based on Power Factor Measurements made by 
Boonton Radio Corp. on standard Mykroy stock. 


LOSS FACTOR 






MYKROY 1S SUPPLIED IN SHEETS AND RODS — MACHINED OR MOLDED TO SPECIFICATIONS 
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: as compared with aconventional type 





Two identical mock-ups of an ele 
tronic unit — supported by (A) 
Robinson Vibrashock suspension ant 
(B) conventional shear type mount — 
are both mounted on the same shake, 
table set for a horizontal amplitude of © 
art above: 1/32 of an inch. The vibration fre- 
ithin the quency — 1800 cycles per minute — is: 
found within the normal cruising 


performance of both unt 
speed range of most airplanes. ‘ 


of the Robinson 
Tris apparent &™ 


ction from - 
0% or MOFE: 


«Robinson engineers build the only complete, fully engineered 
Suspension guaranteed to absorb over 90% of all vibration: 
throughout the entire aircraft operating range. This is an efficiency ~ 
Ree tating far beyond accepted standards, and it makes possible * 
peo _ performance.and reliability previously unobtainable for electronic 
Skok: equipment. Our services are available to aircraft, radio, and 
- @leetronic manufacturers and users. * trode Mark 


ROBINSON AVIATION, INC. 


730 PPT AVENUE, NEW YORK 19, X. ¥. FIRST NATIONAL BUILDING, BOLLYWOOD 28, CALIF. 
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Transients 





TELEVISION PLANNING 


Some interesting facts regarding the present status of 
‘television were outlined by Lewis M. Clement, vice- 
president in charge of research and engineering, Cros- 
ley Corporation, at a recent meeting. Mr. Clement said: 

“Tt is estimated that there are approximately 7200 
receivers in the field,” he said, “and the possible max- 
jmum viewing audience is.of the order of 40,000 to 
50,000 people. The stations and receivers are distributed 
as follows: 


New York 3 stations 5000 receivers 
Philadelphia 1 station 1200 receivers 
Schenectady 1 station 450 receivers 
Chicago 2 stations 300 receivers 
Los Angeles 2 stations 250 receivers 


These stations operate in the 50-78 mc bands and pro- 
vide 525 line picture in accordance with pre-war stand- 
ards. A television band requires 6 megacycles band 
width as contrasted with .2 megacycles for frequency 
modulation and .01 megacycles for sound broadcasting. 

“The television receivers in use at the present time 
are at least four or more years old and in most cases are 
operating with old and used tubes. Their present per- 
formance is poorer than their original performance. 
With present knowledge, it is possible to make better 
transmitting and receiving equipment which will pro- 
vide brighter and larger pictures having more contrast. 

“These receivers will produce useful pictures in nor- 
mally lighted living rooms. It will not, therefore, be 
necessary to sit in a dark room to enjoy a television 
program. Receivers for home use have been built which 
project the image on the screen and produce a picture 
18” x 24”. The brilliance is sufficient so that it is not 
necessary to turn off the floor lamps in a normal living 
room. It is generally believed that a 7” x 9” picture is 
the minimum size that will be satisfactory in the home, 
even in a table type set. 

“For a projection type of receiver of which the bril- 
liant image on the end of a 5” tube is projected on a 
screen by means of a reflective optical system, a 15” x 
20” or 18” x 24” picture is believed to be as large as will 
be required. 

“Experience has shown that the proper viewing dis- 
tance of a television or motion picture image is between 
4 and 8 times the height of a picture. Thus, for a 7” 
picture, the viewing distance should be 2% to 5 feet; 
for an 18” picture, 6 to 12 feet, and for a normal motion 
picture screen of 15 feet in height, 60 to 120 feet. 

“The 7” picture produced by a table type television 
set is therefore satisfactory for a small family group. 
An 18” picture is about as large as is required for an 
ordinary living room. 

“It is likely that television receivers of the table type 
eventually will be available for $200 or less and of the 
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console type with projection picture, for approximately 
$350 or more.” 

For those who are inclined to be over-enthusiastic 
about the prospects of television, it is well to contrast 
Mr. Clement’s estimate of 7200 television receivers now 
in use after a decade of publicity with a recent estimate 
of over 59,000,000 radio broadcast receivers now owned 
by over 30,000,000 families. Television has a long and 
hard road to travel before it will even approach the 
public acceptance achieved by broadcast receivers two 
decades ago. 


DESIGN CHANGES 

It is probably true that no radio product is wholly 
satisfactory to its designer. There are so many meth- 
ods of accomplishing the same result, so little time for 
experimentation, so many ideas which arrive just a 
little too late, that the brain-child which steps off the 
production line usually falls far short of its designer’s 
expectations. 

In many companies, this situation is realized and a 
product improvement group sets to work to make de- 
sign changes intended either to reduce costs or to im- 
prove performance, or both. But when the purpose 
is mainly to reduce costs, the design change which 
looked so good in the laboratory often has precisely the 
opposite effect. To the laboratory engineer, a circuit 
change which reduces the cost of components by, say, 
5%, without affecting performance, looks like a good 
idea. To the production engineer who has developed 
jigs, made time studies, trained operators, installed 
wage incentive plans around the original design, a sav- 
ing of this amount in component cost may not be con- 
sidered worth while. 

Just why this is so may be understood by considering 
some of the results secured by production engineering. 
The WPB has reported an average increase in produc- 
tion of 40% in a large number of war plants, simply by 
substituting wage incentive plans for hourly wages. 
These plans are usually worked out on a fifty-fifty basis, 
so the worker gets one-half the saving, and the labor 
cost is thus reduced 20%. By careful analysis of opera- 
tions it is frequently possible to increase productivity 
as much as 30%. By contracting for large quantities 
of components well in advance of production, further 
savings are effected. Because cancellations are expen- 
sive and workers who have developed speed in perform- 
ing operations one way do not relish re-learning their 
jobs at reduced pay, the net result of some design 
changes is increased costs and lower production. 

In post-war production, those companies who rush in 
to feed a famished market with half-baked designs, and 
who rely upon design changes to get the “bugs” out and 
the profits in, are likely to be disappointed. Better get 
it right the first time! S. Hees 





*At Amphenol all U.H.F. Cable is 
thoroly inspected and must bear 
affidavit of test approval before 
shipment. 


Fxtra significance is attached to the whole idea of Quality when it applies to elec- 
tronic equipment. High-frequency currents make special demands of a technical 
nature that go far beyond the standards of good material and high quality work- 
manship 
Such requirements are a familiar story to Amphenol, one of the pioneers and 
leaders in the low-loss transmission equipment field. Amphenol makes the most com: 
plete line of both solid dielectric flexible U.H.F. Cables and U.H.F. Connectors and 
they are now being produced in tremendous volume. 
Actually Amphenol's own tests and inspections go beyond required performance 
and tolerances. Amphenol tests for outstanding 
quality assure dependable performance under 


ad 
A \es r 
pec the most difficult of conditions. 
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Amphenol U.H.F. Coax 
Cables with Amphenol 
Low-Loss Connectors. 
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To assist the equipment designer Federal offers com- ductor and dual coaxial, air-spaced, low capacitance 
prehensive.data on high frequency cables. lines, and antenna lead-in wire... there’s a right 

This technical information sheet provides the design- type for your job, backed by the built-in superiority 
engineer with pertinent electrical and physical that’s a tradition with Federal. 


Special developments in flexible low-loss cables 
by Federal have resulted in superior cables for 
... for Federal’s wide variety of high-frequency all types of transmission. For a better job, see 
cables. Federal first. 

Single and double braid, armored, dual con- Write for your cable information sheet today. 
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characteristics...including impedance, capacitance, 
attenuation, diameter, materials, and weight 
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Well-Equipped Sylvania Plant Makes Own Small Parts 
to Assure ‘Top Quality m Radio Tubes 





To insure that all Sylvania-made radio tubes will be 
of the very best quality, the well equipped tube plant 
in Emporium, Pennsylvania, provides extensive facil. 
ities for making over 8500 of the delicate small parts 
that go into Sylvania tubes. 

Each month over 600 million small parts are turned 
out. In making these intricate parts, Sylvania crafts. 
men work with a variety of metals such as tungsten, 
steel, copper, phosphor bronze, beryllium copper and 
tantalum. 

The Emporium staff includes highly skilled pro- 
duction engineers, tool and design men, and expert 
tube makers. 





Many of the special tools required for turning 
out small tube parts are tailor-made right at Sylvania’s 
Emporium plant. 





By a sampling method, watchful Sylvania inspec- Tiny tube parts are magnified and their outlines 
tors carefully study each batch of small parts for superimposed on scale drawings to insure meeting the 
detailed perfection. extremely close dimensional tolerances required. 


SYLVANIA ¥ ELECTRIC 








SYLVANIA ELECTRIC PRODUCTS INC., Emporium, Pa. 


MAKERS OF RADIO TUBES; CATHODE RAY TUBES; ELECTRONIC DEVICES; FLUORESCENT LAMPS, FIXTURES, ACCESSORIES; INCANDESCENT LAMPS 
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ALLEN H. GARDNER, Pres. 
Colonial Radio Corporation 
BERNARD WAHLE, Pres. 
National Trailways Bus System 


These Men in Industry... 


W. J. HALLIGAN, Pres. 
Hallicrafters Radio 


€-Z in Current Conversion 


These, and many other industrial leaders, anticipate im- 
provements in their postwar equipment which will require 
current conversion. Vibrator Power Supplies lead the field 
in current conversion because of their efficiency, versatility, 
ease of maintenance, and flexibility in size and weight. 


Specializing in design and production, Electronic Laboratories, the 
world’s largest manufacturer of Vibrator Power Supplies, has pio- 


neered and perfected many exclusive developments such as multiple 
COLONEL JOHN CASEY, Mgr. 


input and output, constant output voltage systems, and heavy duty Gianetheatteh Atenas 


units with capacities up to 1000 watts. 


Wherever current must be changed in voltage, frequency or 
type—especially DC to AC, for which there is an ever increas- 
ing demand—consider an E-L Vibrator Power Supply first. 
Consult with E-Lengineers on your current conversion needs. 


W. A. PATTERSON, Pres. 
United Air Lines 


JOHN E. McCARTHY, Pres. 
Fifth Avenue Coach Company 


J. F. MacENULTY, Pres. 
Pressed Steel Car Company, Inc. 


vt 


LABOR 


INDIANAPOLI 
VIBRATOR POWER SUPPLIES FOR LIGHTING, COMMUNICATIONS AND ELECTRIC MOTOR OPERATION - ELECTRIC, ELECTROWIC AND OTHER EQUIPMENT 


ATORIES INC. 
) 





























@ A new star has been added 





BLILEY ELECTRIC COMPANY 


Bliley acid etched* crystals persist- 
ently show up wherever there is an 
important communications job to be 
done such as the combination two- 
way telephone and telegraph and 
range finder systems of Pan Amer- 
ican World Airways. In peace and 
in war Bliley crystals have flown 
millions of world-wide miles with 
their famous Clippers. 


Bliley crystals are pre-conditioned - 


for just such rugged assignments. In 
the Bliley Electric Company plant 
there is a large section where Bliley 


CRYSTALS 


* UNION STATION BUILDING 


fly with Pan American 


acid etched* crystals receive their 
pedigree. Here each crystal gets 
“the works’’. Its activity and fre- 
quency are proved under tough labo- 
ratory created service conditions of 
altitude, humidity, temperature, in- 
mersion, shock and vibration. 

But licking tough assignments isa 
tradition with Bliley engineers and 
craftsmen. This background of re 
search and skill has been responsible 
for the distinguished record of Bliley 
Crystals in every field of radio com- 
munication. Whatever your crystal 
problem may be—specify Bliley. 


+- -. -- 


*Acid etching quartz crystals to fre- 
quency is a patented Bliley process. 
United States Patent No. 2,364,501 


Do more than before... 


buy extra War Bonds 


+ ERIE + PENNSYLVANIA 














WHO MADE IT? 


Pardon. us, if we presume to insert the “first,” but in casting about 
for suppliers you’ve asked that question, perhaps hundreds of times. 





Specialists 





ca 
' Users of ceramic sockets will recognize the types illustrated. The CONDENSERS 
No. 267 was the first ceramic miniature socket — still widely used, and @ INSULATORS 
formed the basic design for the later. types with cylindrical metal shield 
qi) base. (Yes, Johnson makes them too, our No. 277B.) @ SOCKETS 
The No. 228 octal is one of a series of oval ceramic wafer sockets @ PLUGS 

7 originated 7 years ago. Engineering improvements then made over ex- © INDUCTORS 
1 ‘ isting types (such as mounting bosses, countersunk rivet heads, “non- 
: a ta turning” contacts, etc.) established it a favorite for Signal Corps and @ CHOKES 
rw Navy equipment. © COUPLINGS 
ions of it , F 

ts Almost equally familiar is the basic square design of the No. 247, 
ani a series started 6 years ago, embodying essential features of the smaller @ ANTENNA PHASING 

; Johnson sockets. UNITS 
nts Isa 
rs and But to get back to the first question, “Who (first) made it?” when 
of you're looking for original parts, tube sockets, or other components why 
onsible . , : : . ‘ 5 
‘Bliley not avail yourself of our kind of engineering and production experience? 
al Ask for catalog 968 (K) 
ley. 
fre- 
501 

a famous Mame in k Ssdsas 

wale F. JOHNSON COMPANY «© WASECA © MINNESOTA 
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UNIVERSAL’S NEW D-20 MICROPHONE 


The stage was set for something new and here it is. Universal’s new D-20 
Microphone . . . soon on your radio parts jobbers’ shelves to fill your essen- 
tial requirements . . . uses Universal's “Dynoid” construction . .. A dynamic 
microphone of conventional characteristics built to fill the utility require- 
ments of war time plus advance styling of the many modern things to 
come. Orders placed now with your Radio Parts Jobbers will assure early 


delivery when priority regulations are relaxed. 


< FREE — History of Communications Picture Portfolio. Contains 
over a dozen 11" x 14” pictures suitable for office, den or hobby 
room. Write factory for your Portfolio today. 


08. LOSS OR GAIN 
1 


By 
UNIVERSAL MICROPHONE COMPANY “SJ 
INGLEWOOD, CALIFORNIA 


FOREIGN DIVISION: 301 CLAY STREET, SAN FRANCISCO 11, CALIFORNIA -- CANADIAN DIVISION: 560 KING *.REET WEST, TORONTO 1, ONTARIO, CANADA 
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WAVE TRAPS 

The use of a wavetrap for tuning out 
yndesired frequencies is commonly 
thought of as a thing of the past. Mr. 
§ W. Amos, writing in the February, 
1945, issue of Wireless World, points 
gut that in localities close to strong dis- 
fyrbances a wavetrap may be required, 
wen with a high quality modern re- 
ceiver. 

Either a series or shunt wavetrap may 
he used, depending upon whether the 
ynwanted frequency is higher or lower 
than the frequencies which we would 
ike to boost, and also upon the input 
resistance of the receiver. 

The series wavetrap is illustrated in 
Fig. 1. The attenuation of the unwanted 
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UNWANTED 
FREQUENCY 





Ce 

TUNED 
TO WANTED 
FREQUENCY 
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Figure 1 


frequency is R./R, + R, in which R, is 
the receiver input resistance and R, is 
L/C,R where R is the r-f resistance 
of L,. 

If the wanted frequency is higher, 
the wavetrap will be capacitive, intro- 
ducing a higher attenuation for the 


na sianasineionns 


SMALL COIL 





MEDIUM 
COIL 
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| KILOCYCLES | 
Figure 2 





BETTER 
PERMANENT MAGNETS 










RADIO, SOUND and 
COMMUNICATIONS 
EQUIPMENT 


AUTOMOTIVE 
and AVIATION 
EQUIPMENT 
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However advanced your own product-development work may be... 
however new or revolutionary the permanent magnets you require 
... Arnold engineers can be of considerable assistance to you in supply- 
ing the proper permanent magnets in volume. They’re precision-built 
entirely in our own plant, under the closest metallurgical, mechan- 


ical and magnetic control to assure peak efficiency at the lowest cost. 


Sa a een Get your copy of this valuable, up- 
; ‘4 gmanth wer 7 x p 
ha cesiad @ 0-the-minute manual on the design, 
gs ‘a production and application of modern Alnico per- 
4 J ; manent magnets. Write us, on your company letter- 
’ 


head, today. 


Specialists in the manufacture of 


ALNICO PERMANENT MAGNETS 


THE ARNOLD FNGINEERING (COMPANY 


) 


147 EAST ONTARIO STREET, CHICAGO 11, ILLINOIS 
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ONE CENTRAL SOURCE FOR 


AAU Types of Tudustriial 


ELECTRONIC 


STOCKS ON HAND FOR 


Tinmedtate Delivery 


RECTIFIER 
POWER 
CONTROL 
PHOTO-ELECTRIC 
TRANSMITTING 
RECEIVING 


| Helpful | 
| BUYING 
GUIDE 


Available 
on Request 


Write for it! 
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Here you have the advantage of a 
complete, centralized service on all 
types of industrial electronic tubes. 
Many are “on-hand” for rush de- 
livery! This enables you to obtain 
the exact type you require, in the 
shortest possible time. Rectifier, 
power, control, photo-electric, cath- 
ode ray, transmitting, or receiving 
...in RCA, G.E., Raytheon, Am- 
perex, Eimac, Taylor, and other 
well known makes. 


Save time and work—Call Allied First! 
Write, Wire or Phone Haymarket 6800 


Engineering Service Available 


ALLIED RA 


CORPORATION 
833 W. Jackson Bivd. 


SUPPLIERS OF ELECTRONIC PARTS AND EQUIPMENT TO INDUSTRIAL AMERICA 


Electronic Tubes, Rectifiers, Power Supplies, Intercommunicating Systems, Sound Systems, Photo-Cell Equip- 
ment, Batteries, Chargers, Converters, Generators, Supplies for Resistance Welders, Fuses, Test Instruments, 
Meters, Broadcast Station Equipment, Relays, Condensers, Capacitors, Resistors, Rheostats, Transformers, 

Switches, Coaxial Cable, Wire, Soldering Irons, Microphones, Speakers, Technical Books, ete. 


Dept. 14-C-5 





Chicago 7, Illinois 





EVERYTHING IN 
ELECTRONICS & RADIO 


It’s faster, simpler to 
get all your electronic 
and radio supplies from 
this one central source. 
We carry the largest 
and most complete 
stocks of parts and 
equipment under one 
roof... ready for im- 
mediate shipment. Be- 
sides, our procurement 
experts are in constant 
contact with all leading 
manufacturers. This 
complete service sim- 
plifies and speeds sup- 
ply of diversified needs. 
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Figure 3 


wanted frequency. For lower frequen 
cies there is a boost. This is illustrated 
by Fig. 2. 

The curves of Fig. 3 enable the de 
signer to choose a value of inductance 
to give boost to the frequencies shown in 
the block and attenuation to the fre 
quencies shown on the X-axis. These 
curves are based on an antenna capati- 
tance of 200 puff. 

The series wavetrap will give boost 
to lower frequencies where receivers 
are usually more sensitive and boost is 


| unnecessary. 





The shunt wavetrap will give boost 
at frequencies higher than the unwanted 
frequency to which the wavetrap is 
tuned. 

The shunt 
Fig. 4. 

A diagram similar to Fig. 3 is ob 
tained, giving inductance values neces- 
sary to reject certain frequencies when 
higher frequencies are boosted. 

The input resistance of the receivers 


wavetrap is shown in 
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F 1; 
ait TUNED TO 
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Figure 4 
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The Greeks gave us a word for it... 
now we give it to you 


ws Sperry first developed its 
velocity-modulated, ultra-high- 
frequency tube, the word “KLY- 
STRON” was registered as the name 
of the new device. 


This name — from the Greek, as 
coined by scientists of Stanford Uni- 
versity — is an apt description of the 
bunching of electrons between spaced 
grids within the tube. 

“Klystron” is a good name. So 
good, that it has come into wide- 
spread use as the handy way to des- 
ignate any tube of its general type, 


whether a Sperry product or not. 


This is perfectly understandable. 
For the technical description of a 
Klystron-type tube is unwieldy, 
whether in written specifications, in 
conversation, or in instructing mem- 
bers of the Armed Forces in the opera- 
tion of devices employing such tubes. 


These conditions have prompted 
many requests from standardization 
agencies—including those of the 
Army and Navy—for unrestricted use 
of the name Klystron. In the public 
interest, Sperry has been glad to 


comply with these requests... 


From now on, the name KLYSTRON 
belongs to the public, and may be 
used by anyone as the designation 
for velocity-modulated tubes of any 
manufacture. 


Sperry will, of course, continue to 
make the many types of Klystrons it 
now produces, and to develop new 
ones. 

On request, information about 
Klystrons will be sent, subject to 
military restrictions. 


SPERRY GYROSCOPE COMPANY, INC. creat neck, N.Y. 
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has the effect, when low, of short cir- 


cuiting the shunt wavetrap and render- 
ing it ineffective. When the receiver 
has a high input resistance the series 
wavetrap will be ineffective. For a nom- 


Y 


Ly Cy 























Figure 5 


inal input resistance of, say 10,000 ohms, 
both types of wavetrap are useful, and 
the type can be selected on the basis of 
which part of the waveband is to be 
boosted. 

The circuit of Fig. 5 gives boost to 
two frequencies while rejecting one. In 
this circuit L,C, resonates at a wanted 
frequency. The combination is inductive 
and resonates with C, to give rejection. 


SIGNAL GENERATOR 


A cheap and compact signal genera- 
tor, covering the range from 250 ke to 
15 mec, which delivers either a modu- 
lated or an unmodulated signal, using 
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Figure 7 





only one tube, is described by Mr. Ky 
Mitchell in the February 1945 issue of 
Wireless World. ‘The article is entitlg 
“Modulated Test Oscillator”. The gp. 
cuit is shown in Figs. 6 and 7, the latter 
showing the output attenuator, 

The author gives inductance valyeg 
and construction of these oscillator coi 

The 6A8G heptode converter employs 
negative resistance in a transitron ci. 
cuit, with the oscillator circuit yg 
grid #4, grid #2, and the anode, Th 
AF modulation circuit uses. grids # 
and #3. 

The use of harmonics will pernj 
operation up to 30 me. 
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NOISE IN AMPLIFIERS 

* The relative advantages of amplifier 
circuits employing normal plate load 
output, a cathode follower, or a ground 
ed grid, must be considered in relation 
to the signal-to-noise ratio in the output 
as well as on the basis of circuit chart 
acteristics, according to Mr. R. E. Bur 
gess, writing in the February 1945 issue 
of Wireless Engineer. Mr. Burgess 
article is entitled “Signal/Noise Chat 
acteristics of Triode Input Circuits”, 

The author first points out that the 
triode is superior to a pentode ona 
signal/noise basis, since there are adde 
tional shot-effect fluctuations in th 
pentode due to sharing of the space cur 
rent by two electrodes. 

The equivalent noise resistance of 4 
normal amplifier (plate load) is & 
pressed by the equation 

Re 
R, = Rp + ——— 
g° | Z2|* 
in which R, is the noise resistance of the 
[Continued on page 16 
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KNOW-HOW BEGINS AT HOME 


SPECIAL tools, ingenious manufacturing devices, 
and elaborate test equipment which makes delicate 
measurements almost as easy as telling the time... 
these things seem to interest our visitors particularly. 
We are always proud to point out that most of these 
aids to swift, precise production were developed by 
our own men and women. 


There’s a world of skill and experience at Coni- 








CATHODE RAY SCREEN TESTER 


Tests a telephone or radio headset for response 
over the entire range of audible sound in a matter 
of seconds, and charts the results on a television- 
type screen. Developed for our own use by our 
own people, this instrument has been,a priceless 
aid in maintaining high quality and quantity in war 
production for the U. S. Signal Corps and AirCorps. 








necticut Telephone & Electric Division . . born of 
nearly fifty years of practice and progress. This know- 
how isn’t confined to our engineering departments, 
either. Some of our most useful suggestions come 
straight from the production lines. 

Purchasers of C. T. & E. products benefit from 
this skill and ingenuity ... in better, more advanced 


devices, produced faster, for less. 




















CONNECTICUT TELEPHONE & ELECTRIC DIVISION 
GREAT AMERICAN INDUSTRIES, INC. « MERIDEN, CONN. 


TELEPHONIC SYSTEMS e SIGNALLING EQUIPMENT ¢ ELECTRONIC DEVICES e ELECTRICAL EQUIPMENT 
HOSPITAL AND SCHOOL COMMUNICATIONS AND SIGNALLING SYSTEMS ¢ IGNITION SYSTEMS 
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tube alone, and the second term is due 
to thermal noise in the plate load Z, 
having a noise resistance R.. The tube 
slope in ma/v is represented by g. The 
above expression also holds for a cath- 
ode follower. For the grounded-grid 
amplifier the first term, R,, becomes 
o 

R,, so the contribution of the 
(u +1) 
tube to the equivalent noise resistance 


of the amplifier is practically the same 
for each case. 

The thermal noise contributes sub- 
stantially to the total noise. The loss in 
signal-to-noise ratio is dependent upon 
the noise resistance of succeeding tubes, 
lV’, as illustrated in Figs. 8 and 9. 

In Fig. 8 the loss in S/N ratio is 
shown (a), for a direct connection of 
signal source to tube ’, and (b), with 
the case of a normal triode amplifier. 
The loss is seen to depend upon the 
ratio of noise resistance in tube V to 
noise resistance in the amplifier, which 
in the case of Fig. 8 was 500 ohms. 

Fig. 9 illustrates loss in S/N ratio 
for (a) grounded-grid amplifier, (b) 
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an ideal transformer input with Opti 

mum coupling, and (c) direct comng. 

tion to V. 
Coupling via an ideal transformer yy 





One of a series of Electro-Voice advertisements explaining in detail 
the applications and specifications of Electro-Voice microphones 







produce greater S/N ratio loss than by 
direct connection if the impedance g 
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. ».@ general-purpose dynamic microphone with an 288 
exceptionally wide and flat frequency response—for . : 7 4 
P y oe the transformer secondary is les} 7} 





both indoor and outdoor speéch and music pick-up 
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—is required... 


Sleche Yorce, MODEL 630 


than four times the resistance of the 
source. 

The triode amplifier is superior to 
both the ideal transformer and direct 


Pitt 


os 


+ 
+ 


connection when the succeeding tube / | +4 
This versatile, moderately priced microphone is excellent for public address, all has a high noise resistance, as illus f {5 
types of dispatching and call systems, paging systems, churches, auditoriums, trated by the F 1gs. 8 and 9. TH 


hotels, recording studios and broadcast remote pick-ups. Though somewhat 
lighter in weight, it is a sturdy microphone, built with typical Electro-Voice 
care to serve satisfactorily over a long period of time Attractively styled, it is 
finished in lustrous chromium. The Model 630 is unusually flat through lower 
and middle register, rising 5 db on upper frequencies for added crispness of 
speech. Operates efficiently in salt air and humidity. 


OUTPUT LEVEL: Power ratings: 54 db 
below 6 milliwatts for 10 bar pressure. 
Voltage rating (high impedance) 7 db 
above .001 volt/bar, open circuit. Volt- 
age developed 

bars): .0224 volt. 


FREQUENCY RESPONSE: 40-8000 
c.p.s., with slightly rising characteristics, 


WEIGHT: 1% pounds, 

TILTABLE HEAD: 90° tiltable head 
for directional or non-directional oper- 
ation. 

CABLE CONNECTOR: Built-in cable 
connector permits movement of head 
without moving the cable, 


CASE: Built of highest quality, high 
impact pressure Cast metal, 


y normal speech (10 


TRANSFORMER CORE: Nickel alloy; 
—- annealed; low capacity wind- 
ngs. 

DIAPHRAGM: Fine quality, heat-treated 
duralumin; corrosion-inhibited for use 
in salt air and humidity. 
CONDUCTOR CABLE: 20-ft. well 
shielded cable and connector; low im- 
pedance balanced to ground, 

HI-Z (DIRECT TO GRID) or 50, 200, 
250 and 500 ohms, 
SCIENTIFICALLY DESIGNED 
GRILLE: Reduces wind noise, 

ON-OFF SWITCH: Standard 5%” — 27 
stand coupler. 

MAGNETIC CIRCUIT: Employs Alnico 
y and Armco magnetic iron, 


List Price, $30.00 


Contact your nearest radio parts distributor today. His knowledge of Electro-Voice 


microphones may aid 


you in selecting the appropriate type for your individual need. 


He may also be an important factor in speeding your order. 














TRIANGULAR TOWER 


Light weight of individual parts and 
simplification of design contribute to the 
facility with which the Harco “Blizzard 
King” radio or structural tower can bk 
erected. The average weight of mem- 
bers is 5.3 pounds, while the heaviest tips 
the scales at only eight pounds. Bolt and 
sleeve construction makes possible the 
erection of these triangular towers, if 
lengths from 90 to 425 feet, by unskilled 
labor. 

A four-man crew is sufficient for all 
towers, and the erection time runs from 
10 hours for the 90-foot design to 50 hours 
with the 425-foot giant. 

Full details can be obtained from the 
Harco Steel Construction Co., Inc., 118 
East Broad Street, Elizabeth 4, New 
Jersey. 
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— RESISTORS 
= (b) Exhaustively tested for dependable performance and sound construction, IRC’s 
— Type GRW GRADE 1—CLASS 1 RESISTORS are now available. Only after every 
ji eh requirement of Army-Navy specification Jan-R-26 had been met or surpassed 

3 would our Engineering Department approve this product for the applications 
a a sa for which it is designed. pea Sesans 
ee oH Resistant to salt water immersion following thermal shock, they are capable of 
a = continuous efficient operation at a total temperature of 275° C. (ambient plus rise). 

Made in 7 standard sizes with power ratings from 15 to 140 watts and resistance 

; sf ranges of from 0.1 to 46000 ohms, the GRW's are enclosed in special heat-treated 
"of F ze glass for optimum strength. Non-corrosive ferrules are hermetically sealed to the 
rior ll Ht tube with pure lead. Nickel alloy leads pass through the centering devices and are 
| direct HH welded to the outer ferrule cups. All resistors are space wound. 
ae = These IRC GRADE 1—CLASS 1's are engineered to “take it” far beyond normal 

iat requirements and can stand transverse loads as high as 100 pounds without failure tf 
wid =| or damage of any kind. 

oo 

gattian, —SCNTERNATIONAL 
on J ee sient 
in = chats RESISTANCE CO 
can be * ture rise and de-rating curves ca 
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. With Built-in Resistors for 
use with NE51 NEON LAMPS! 


HE far greater economy, efficiency, 

and reliability of the new NE 51 
NEON LAMPS has created a great deal 
of interest in our newest NEON light 
assemblies. Drake No. 50N and No. 51N 
assemblies are shipped complete with NE 
51 Neon Lamps . . all ready to connect 
to 105 to 125 volt sources. Attractive 
plastic shields that cover and protect the 
Neon lamps will be ready about April 
1945. Consider Drake Patented Neon 
Assemblies . . the sturdy units that save 
power (1/25 watt) — last longer — 
(3000 hrs.) and have a wider voltage 
range. 






JEWEL LIGHT ASSEMBLIES 


DRAKE MANUFACTURING CO. 


1713 WEST HUBBARD St, CHICAGO Z@aiew: 5..A. 





N  . THERMOSTAT 


TTP 


Ex DELAY RELAYS 


PROVIDE DELAYS RANGING 
FROM | TO 120 SECONDS 


Other important features include:— 





1. Compensated for ambient temperature 
changes from —40° to 110°F. 


2. Contact ratings up to 115V-10a AC. 


3. Hermetically sealed — not affected by al- 
titude, moisture or other climate changes... 
Explosion-proof. 


4. Octal radio base for easy replacement. 
5. Compact, light, rugged, inexpensive. 


6), Circuits available: SPST Normally Open; 
SPST Normally Closed. 


WHAT'S YOUR PROBLEM? Send for "Spe- 
ciel Problem Sheet" and Descriptive 


AMPERITE CO. sew vor«'i2, wy. 
In Canada: Atlas Radio Corp., Ltd. 
560 King St. W., Toronto 














BOOK REVIEWS 





a 


RADIO WAVES AND THE I0No. 
SPHERE, by T. W. Bennington, publishes 


by WIRELESS WORLD, Iliffe & Sons, Lid, 
Dorset House, Stamford Street, London, SEI, 
England. 1944. 81 pages, 6/—. A booklet 
describing the properties of the differen 
layers of the ionosphere and what hap- 
pens to radio waves of different waye 
lengths. It explains clearly what hap- 
pens to each layer at different times of 
the day and in different seasons. The 
subject of long-distance transmission jg 
taken up, showing the reasons for skip- 
distance and why the working range at 
any one frequency varies with the time 
of the day and with the season. 
Chapter headings: 1. Ground waves 
and sky waves; 2. The sun and the 
ionosphere; 3. How the ionosphere js 
sounded; 4. Ionosphere variations; 5, 
Long-distance transmission; 6. Iono- 
sphere disturbances and other abnor- 


| malities. 





The text is simply and clearly written 
and should prove helpful to those who 
wish to understand the subject. 


HOW TO PASS RADIO LICENSE 
EXAMINATIONS, 2nd edition, by Charles 
E. Drew. Published by John Wiley and Sons, 
440 Fourth Ave., New York, N. Y. and by 
Chapman & Hall, Ltd., London, 1944, 320 
pages, $3.00. This book, written in ques- 
tion-and-answer form, is intended as a 
review for persons preparing for a gov- 
ernment examination for commercial 
radio operator of any grade. It lists the 
kind of questions generally asked 
by the inspector with the correct an- 
swers. In addition, there are numerous 
discussions following some of the an- 


| swers, giving the reasons and some of 


the theory which is not properly a part 
of the answer. These were included be- 
cause it would otherwise be impossible 


| to give this information without creating 


confusion. 
The book is divided into six chapters, 
one for each “element” in accordance 


| with the government requirements. 


There are several appendices which in- 
clude extracts from radio regulations, 
abbreviations, Q-signals, the Continental 


Morse Code and miscellaneous informa-. 


| ‘tion. 


The book will be found helpful to any- 
one who expects to apply for a “ticket”. 
To your reviewer, it seems that some of 
the questions are worded in that they 
are ambiguous, and some of the answers 
are not quite kosher, either. Some ques- 
tions evidently do not mean what they 
say; if they are actually put like that 


(Continued on page 23) 
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COILS, NAW, MISTER, DERE AIN'T NO SHORTAGE. 
ALBION CAN SHIP ALL DE COILS YOU NEED! 





SUPER-QUALITY COILS AT REASONABLE PRICES 


More and more every day, the industry is turning to Albion 
for fast, quality and quantity production of coils, chokes, 
and transformers. That’s because here you benefit from 
the unbeatable combination of management “know how,” 
skilled workmanship, streamlined facilities, and central 
location. Your requirements will be given prompt and 
thoughtful attention. 
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COIL COMPANY 


ALBION, ILLINOIS 





R. F. AND TRANSMITTING COILS AND CHOKES; 


1. F. TRANSFORMERS 
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Model S-37. 


hallicrafters 


equipment covers 
the spectrum 


@ Hallicrafters equipment covers the radio spectrum. 
From low to ultra high frequencies there is a Halli- 
crafters receiver ready to meet your special require- 
ments. Although certain equipment operating in the 
ultra high frequencies cannot be described at present 
for security reasons, the characteristics of Hallicrafters 
standard line of receivers may be disclosed. This line 
includes: 


Model S-37. FM-AM receiver for very high fre- 
quency work. Operates from 130 to 210 Mc. Highest 
frequency range of any general coverage commer- 
cial type receiver. 


Model S-36. FM-AM-CW receiver. Operates from 
27.8 to 143 Mc. Covers old and proposed new FM 
bands. Only commercially built receiver covering this 
range. 


Model SX-28A. Operates from 550 kc to 42 Mc 
continuous in six bands. Combines superb broadcast 
reception with the highest performance as a versatile 
communications receiver. 


Model $-22R. Completes Hallicrafters coverage in 
the lower end of the spectrum. Operates from 110 kc 
to 18 Mc in four bands. A.c./d.c. operation. 

if 


BUY A WAR BOND TODAY! 





@ 


hallicrafters 


THE HALLICRAFTERS COMPANY « MANUFACTURERS OF RADIO 
AND ELECTRONIC EQUIPMENT «+ CHICAGO 16, U. S. A. 


20 


Model S-36. 


Model SX-28A. 


Model S-22R. 
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I SPACE requirements dictate a small relay 1. Vibration-resistance is not just ‘added on”—it’s 


—and service conditions a powerful one... designed right into Class “‘S” Relays. And they 
here’s the relay to fit your needs. It’s the withstand with a large margin of safety the most 


- ‘ rigorous operating tests of the Signal Corps and 
Automatic Electric Class “S” Relay—tiny in an Air Hn P . i 


size, light in weight, but dependable and 2. A unique spring design provides high contact 
packed with power. . pressure within small space limits. 

Class ‘“S” Relays have been designed espe- 3. An added assurance of reliability is provided by 
cially to meet the exacting conditions of serv- rsa ee iad aes 
ice on fast, modern aircraft. They offer a eel iRec-sellaggiacane vealagereslagysnegpctions > wore 


ibae: length bearing provides the Class ‘‘S’”’ Relay 
combination of features never before found with exceptionally long life even under the 


on any relay, large or small. For example: toughest conditions. 


The Automatic Electric Catalog gives full details. Write for your copy. 


ZIZZO 


AND OTHER CONTROL oh Aon 


AUTOMATIC 
ELECTRIC 
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A MODERN SYLLOGISM 





MAJOR PREMISE: 


MINOR PREMISE: 


Bell Telephone Laboratories develop the facilities of 


the Bell System. 





Bell Telephone System serves the American Public. 





4 





And that is the raison d’étre of the Laboratories. 
For the Bell Telephone System, the Laboratories 
carry on research studies in all the sciences and 
development work in all the engineering arts that 
relate to electrical communication. 


For the Western Electric Company, the manufac- 
turing unit of the System, the Laboratories develop 


equipment, prepare specifications for its construe 
tion, and engage in various engineering activities 


For the Armed Forces of the United States, undef 
contracts of the Western Electric, the Laboratories 
have undertaken more than a thousand develop 
ment projects — many with spectacular effect upon 
our enemies. 





BELL TELEPHONE LABORATORIES explore and invent, devise and perfect for our Ar 
Forces at war and for continued improvements and economies in telephone services 
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— 


by the Government, it is unfair to the 
applicant. For instance, see page 16, 

estion 2.31. What single instrument 
may be used to measure (a) Electrical 
gsistance? (b) Electrical power? (c) 
Plectrical current? (d) Electromotive 
jrce? Answers: (a) Ohmmeter (b) 
Wattmeter (c) Ammeter (d) Volt- 


” 


meter. 

But these are four different instru- 
nents, and didn’t the question ask for 
,single instrument? The applicant who 
wants to answer this question correctly 
sat a disadvantage. 

Question 4.155 on page 181 asks 
what are Lissajous figures? The an- 
wer given is unfortunately too long to 
quote here*but the author gives the im- 
pession that any pattern on a cathode- 
ray tube is a Lissajous’ figure. In fact, 
the greater part of the answer deals with 
the operation of the tube itself. It is 
sot made clear that Lissajous’ figures 
are obtained only when comparing two 
sinusoidal voltages whose frequencies 
have an integral ratio. These figures 


DX CRYSTAL co. 


SENERAL OFFICES: 1200 N CLAREN INT AVE 
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can also be obtained mechanically with- 
out a cathode-ray tube (See Tesla’s 
original writings). 


ULTRA - HIGH - FREQUENCY 
RADIO ENGINEERING, by W. L. 
Emery. Published by The Macmillan Com- 
pany, 60 Fifth Ave., New York, N. Y., 1944, 
295 pages. $3.25. The text of this book 
was developed from lecture notes for an 
ESMWT course, given by the author 
on “Ultra-High-Frequency Techniques” 
It was written for senior electrical en- 
gineering students and assumes con- 
siderable knowledge of mathematics, 
communication and electronics on the 
part of the reader. 

The subjects covered are not re- 
stricted to ultra-high frequencies but 
include other subjects. The Chapter 
headings are: I—Introduction; IJ— 
Voltage-regulated power supplies ; II1]— 
Electronic switching and synchroniza- 
tion; 1V—Cathode-ray tubes and sweep 
circuits; V—Amplifiers; VI—Square- 
wave testing and transient response; 
VII—Ultra-high-frequency circuit ele- 
ments; VIII—Oscillators; IX—Modu- 
lation and detection; X—Radiation; X] 

-Wave Guides. 


(Continued on page 26) 


For more than a yearDX Crystals | 
have been automatically deep- 

i etched by a new process. Both 

5 the method and machines were 
perfected by DX Engineers so 
that all DX Xtals can have the 
nth degree of stability and en- | 
durance necessary to wartime | 


operation. 


i Think about DX Products for your 


») new receivers and transmitters. 
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Hermetically sealed, output trans- 
former. Terminals constructed of 
Pyrex glass with Kovar electrodes 
and metal collars. Designed and 
constructed to pass 5 cycle im 
mersion test. 






This type T-7029 Filament Trans- 
former with H,V. insulators is one 
of many designs we have pro- 
duced. Send your specifications. 


THE ACME ELECTRIC & MFG. CO. 


CUBA, NEW YORK + CLYDE, NEW YORK 
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Available on rated orders 


FOR COMPLETE INFORMATION 
Use The Coupon 


Test & Measuring Equipment 
Dept. 110E 

Radio Corporation of America, 
Camden, New Jersey 

Please send me complete informa- 
tion about the new RCA 170-A 
Audio Chanalyst. 











AUDIO OMIT 2! 
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@ With the 170-A you can 
systematically test any sound 
system completely for failure 
to operate, weak output, in- 
terrupted operation, and dis- 
torted or noisy output. 


@ You can check the pres- 
ence, absence, or character of 
a signal throughout its path— 
from source to load. 


eis 


@ You can check gains or 
losses, measure component 
values, and test the voltages 
of any item supporting or 
controlling the signal. 


@ You can narrow down poor 
performance to its cause, and 
locate the defective part in an 
amazingly short time. 


BUY MORE WAR BONDS 


wake aoe 


‘ee. 





@ You can use it to solve 
signal-interruption problems 
by multi-channel monitoring. 


@ In an emergency, you can 
use the RCA Audio Chanalyst 
to substitute for defective am- 
plifiers by bridging the signal 
through it, and thus around 
the defect. 


RADIO CORPORATION OF — 


RCA VICTOR DIVISION « CAMDEN, N. J. 


In Canada, RCA VICTOR COMPANY LIMITED, Montreal 


MARCH, 1945 * X 











they said 
it couldn’t 


be done... 

















and again... 
THEY SAID 
IT COULDN’T 
BE DONE... 

















Hoytron’s telescoping of receiving tubes 
to BANTAM GT size was at first consid- 
ered impracticable. Development of the 
BANTAM JR. was another impossibility to be 
proved possible. This first sub-miniature 
was a tiny tube whose diameter was about 
that of your little finger — and it was 
a pentode at that! As a production tube it 
just didn’t seem to make sense. 
Encouraged by hearing-aid manufac- 
turers eager to gain the additional sensi- 
tivity of the vacuum tube, Hytron sweated 
it out for two long years. Operators were 
trained to assemble the minute parts under 
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wBu rvyP 
BUY ANOTHER WAR BOND 


magnifying glasses. A simple reversal of 
the conventional stem made baseless tubes 
possible. Problems of obtaining suitable 
vacuum with such small bulbs, were licked. 


Finally in 1938, Hytron introduced the 
first successful sub-miniature. Tiny but 
rugged despite a hair-like filament and a 
diminutive mount structure, its low cur- 
rent drain and compactness madé the 
BANTAM JR. a natural for alk kinds of port- 
able equipment, hearing aids, and military 
electronic devices. After the war, watch 
for even smaller and better Hytron sub- 
miniatures. 


giving TUBES 
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EVERYDAY IS wasHDAY AT Triplett 


The special equipment and solutions with which jewels are 
washed typify the Extra Care provisions that are routine in 
Triplett plants in the making of fine electrical measuring 
instruments, Through them Triplett maintains in mass produc- 
tion the hand- 
made quality of 
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fine instruments. 
Extra Care in our 
work puts Extra 
Value in your 
Triplett  Instru- 
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ELECTRICAL INSTRUMENT ©0. scurrron. onto 





Cinaudagraph Speakers are made 
to take the tough raps. This is the 
built-in result of better manufac- 
turing experience. Look at the 
record of achievement and you'll 
put Cinaudagraph Speakers at the 
top of your list. 
Watch Cinaudagraph 

Speakers After Victory! 


(‘inaudagraph & peakers, | 


3911 S. Michigan Ave., Chicago 
Export Div., 13 £. 40th St., New York 16, N. Y. 


lo Finer Speaker in all the World 








BOOK REVIEWS 


(Continued from page 23) 





Each chapter concludes with a list of 
problems (without answers), one oF 
more experiments to be performed and 
a list of references. Many of the illus. 
trations of waves and fields are in typ 
colors. 

The author has a different viewpoigg 
in presenting some of his subjects this | 
may be easier to follow for the reade. | 7 | 
llowever, he does not bring’ this gift i 
to bear on the most difficult subjects 
such as radiation and wave-propagation, 

Although the text includes all the 
various elements that go with ultra-high 
frequency, every kind of oscillator, 
cavity resonators, wave guides, ete, jt 
still does not satisfy. There are rathe 
too many subjects and too little on each 
of them. In addition, valuable space js 
used up by covering material that js 
already well covered in convention 
books on radio engineering. 

This book is useful for the classroom 
where a teacher can supply the missing 
information. It may also be of interes 
to the engineer who already has some 
knowledge of the subject and who can 
consult several other books. The deserip- 
tion of the experiments, the generous | 
bibliography and some of the novel 
treatment make it worth while. To the 
man who has little previous knowledge 
and who can buy but one book on ultre 
high frequency, this is not recom 
mended. 











Thomas A. White 

After 17 years service, Thos. A. Whitt 
has been made president and general mat 
ager of Jensen Radio Manufacturing Co, 
located at 6601 So. Laramie Ave., Mi 
cago, Illinois. Tom White joined Jenst 
in 1928 in the capacity’ of sales mamagtt 
after acquiring an interest in the compall) 

In his newest capacity, Mr. White # 
sumes entire direction of this nationally 
known company which is now devoted 
the manufacture of loud speakers 
sound reproducers for the war effort. 
replaces W. E. Maxon who retired at is 
own request. 

Tom White is a_ well-known figure it 
the radio industry, having been conn 
with that and the electrical field sit 
leaving the University of Minnesota, Col 
lege of Electrical Engineering in 1921. 
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The Most Powerful 
High-Frequency Tube 








recom: 


200 Kilowatts—developed especially for high-power, 


high-frequency broadcast and industrial applications. 


Into this development has gone all the knowledge 
and experience of the tube-building art that make 
the name Federal stand for dependability — a repu- 
tation earned by more than 35 years of service in 
the electronics field. 
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Federal tubes are built for long life . . . produced 
with all the care and precision of fine craftsmanship. 


Federal always has made better tubes. 
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FOR Every ELECTRONIC NEED 


Although specialists in the design and quantity production of trans- 
formers for a quarter century, the demands of the past few years have 
brought about many developments. The requirements for military and 
essential industry purposes have multiplied many-fold with further 
emphasis on exactness and uniformity. 

Transformer specialists before the War—great strides have been 
made in anticipating and meeting requirements of greatly varied 
character that have multiplied many-fold for military and essential 
industrial purposes. 

Reports from all over the world emphasize the reliability of Jeffer- 
son Electric Transformers. Wherever used—on land, sea or in the air— 
in the frozen North, or hot, dry or humid tropics, the value of “quality” 
is being demonstrated daily. x deg oRetes 

Now is a good time to study your transformer mt tee shai 3 
Jefferson engingg: sc wns the 


JEFFERSON 


= ee centtteeapsenec 


JEFFERSON ELECTRIC COMPANY ECTRIC BELLWOOD (susurs oF cuicaco) ILLINOIS 


EL 





IN CANADA: CANADIAN JEFFERSON ELECTRIC CO. LTD., 384 PAPE AVENUE, TORONTO, ONT. 
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: MF-66 Glass base material is ready! 
Material, facilities and techniques are 
at last available for the production in quantity 
of the new Formica grade which is superior 
to all other grades in low losses at high frequencies. 
This material, created to extend the useful working 
range of laminated plastics, is ready for prompt 
shipment to high priority customers. 


THESE ARE ITS CHARACTERISTICS: 


Grade MF-66 is recommended for radio and radar coil 
forms, antenna bases, terminal strips and molded parts. 


Fungus resistance of MF-66 is outstand- sulating parts. Its low water absorption 
ing due to the absence of cellulose. The insures high electrical and dimensional 
material is readily machinable to close stability in humid climates. Ask for quo- 
tolerances into strong, shock-resisting in- tations! 





THE FORMICA INSULATION COMPANY 
NOIS 4670 Spring Grove Ave., Cincinnati 32, Ohio 


Cr 
<a 








RADIO] * MARCH, 1945 29 











_ Howrhe 
“MWCALEX PRODUCTS 


_ Answer Military Needs for Advanced Elec- 
tronic Insulation...and Afford New and Wide 
Horizons for Post-war Product Improvement 





A general purpose insulation, espe- 

\\—/ cially fitted for high frequency appli- 
cations; combines low loss factor 

with machinability to close tolerances, imper- 
meability to water and oil; not subject to dis- —~ 
tortion below 700° F. Free of carbonization. 
Approved by Army and Navy as: Grade L-4 
insulation. Fabricated to your specifications, — 


G Zp. A’ series of improved capacitor di- a 
tee electrics, with dielectric constant — 
selectable from 8 to 15. Available in — 

the form of large sheets (14”x18”), or long rods 

4," to 1” in diameter. Low. power factor and 
high dielectric strength. Ideal for use in equip- — 
ment with variable capacity. MYCALEX K- — 
‘10 approved by Army and Navy as Grade 
H1C5H4 Class H material (JAN I-12), Fab. 
ricated to your specifications. aa 


(4 A low-loss, high temperature injec- 
) 7 tion molded insulation which can be 


formed into intricate or irregular 
shapes, with or without metal electrodes or — 
metal inserts molded in. Adaptable to high — 
production rates and can be sold at moderate 
prices. Pris 





We have plant facilities to fabricate MYCALEX parts ~ : 
to your order. Send for detailed characteristics and ~ 
specifications of any or all three grades of MYCALEX: 









Fire INSULATOR \ 


TRADE MARK REG. U S. PAT OFF 


MYCALEX CORPORATION 
Pe nnd Sonsem oO F A M E 34 i C A se ek akaiae 16:2 


Clifton, N. J. New York 20, N. Y. 
Ol OD 2h 8: tn OF ae @ 4 60-0 Gale 7-0 @ 8 i ae 
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NE of the formulas commonly used 
for the calculation of inductance is 
the familiar Wheeler equation © 

2 


L= — Lae TE (1 Notes on 


where » equals number of turns 
ry equals mean radius of the coil 


in inches 
Soe 1 equals mean length of the coil | N D U C T A N € E 
Bee in inches 
ee L equals inductance in microhen- 

nee ries 


ae | 
ue The above formula is convenient and 
~*~ | easy to use when it is desired to find the 


— 











inductance of a coil whose physical con- 

stants are already known. However, in 

many problems it is necessary to design 

acoil to give a desired value of induct- 

ance. In that case formula (1) is diffi- 

cult to use as the length (1) depends di- 

rectly on the number of turns (), and 

as both occur in the equation, a system WILLIAM VISSERS. JR 
of trial and error is usually used in solv- ’ ” 
ing for (n) and (1) when (L) is given. 

In most cases of inductance calcula- a a, 

tion the diameter of the coil form and A simplified method of designing coils to meet a required inductance 
wire size are determined by practical 

considerations, while the amount of in- 

ductance needed has been previously de- 





















termined by circuit requirements. 
By rewriting equation (1) in terms ENAMEL tcc D.S.C. b.6.C. 
of the known quantities and solving for 
(V) by means of the quadratic equation = A d A d A d A d 
the following general formula is ob- | 
tained : 16 18.9 .05291 17.9 .05586 18.2 .05494 16.5 06060 
y, a say 17 21.2 04716 | 19.8 .05050 20.2 .04950 18.2 .05494 
ya +V 400 L* + 18(D+d)*A°L | 18 23.7 04237 | 22.0 04545 22.5 .04444 20.0 .05000 
a. 2) 19 26.5 .03773 | 244 .04098 25.0 .04000 22.0 .04545 
+ d) 20 29.4 .03401 | 27.0 .03703 27.7 03610 | 241 .04166 
. re 21 33.1 03021 | 298 03335 30.7 03246 | 26.3 .03802 
where L equals inductance in micro- 22 37.0 .02702 | 33.5 .02985 34.1 02941 | 29.5 .03389 
henries 23 41.4 02415 | 36.9 .02710 37.5 02673 | 321 .03115 
D equals diamete ¢ : 24 46.5 02150 | 40.6 .02463 41.4 02415 | 34.9 .02865 
vag ncaa Som Sa 25 52.0 01923 | 44.6 .02242 45.6 02192 37.8 02645 
in inches : 26 58.4 .01712 49.0 .02040 50.0 .02000 40.9 02444 
d equals diameter of conductor, 27 65.3 .01533 53.4 .01872 54.9 .01821 44.0 .02272 
including its insulation, in 28 73.5 .01360 58.4 01712 60.2 .01663 47.3 .02114 
ge inches 29 81.9 .01221 | 63.2 .01582 | 65.3 .01531 | 50.5 .01980 
as il . 30 92.5 .01081 | 68.9 .01451 71.4 01400 | 54.0 .01851 
equals number of turns per 31 103 .009708 74.6 .01340 77.5 .01290 57.4 .01742 
inch 32 114 008771 | 80.0 .01250 83.3 .01200 60.6 .01650 
N equals number of turns 2 reo posited 86.2 porns ay = rp yr 
The t¢ 4 . alata itt: : 006 92.5 .010 97.0 .01030 7.5 .0148 
Sallie (D + d) is the mean di 35 161 006211 99.9 01001 104 009615 70.9 01410 
eter, and with close winding the term 36 181 005524 111 009009 111  .009009 76.9 01300 
(A) is the reciprocal of (d). 














A manufacturer’s table of various 
wire sizes (d) and corresponding turns Numerical Example 
per linear inch (A) for close-wound 
coils is given in Table 1. With spaced 






























winding the term (A) is used according (20) (11.5) + V(400) (11.5)*+ (18) (1.000+.0606)?(16.5)?(11.5) 
to the specific winding specifications N= O00 + .0606)2( 16.5) | 
given, 
Formula (2) is accurate to within 
one per cent when the total length of ec Se 
winding (1) is greater than .4 of the N = 31 turns, length of coil = , = = —- = 1.88 
mean diameter. - 
A good rule to use in coil design is to 
make the length of the coil about twice 22. + V484L? + 16(D4d)* APL 
its diameter. This results in an econom- For the coil whose value of length (1) = : —%y situa (3) 











ical co} , : ay (D +d)? 

ical coil shape and also a relatively good lies between .4 and .1 of its mean di- D+ ey A 

dea is usually an important factor ameter, the constants of equation (2) Equation (3) will give an error less 
0 be considered. are changed slightly to give (3). than 5%. 
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Broadcast Transmitter 
Installation and Tuning > 


Practical data on setting up and adjusting high-power broadcast transmitters F 


INCE modern broadcast transmitters 
up to even 50 kw are largely self- 
contained, the installation problems 

are comparatively simple in comparison 
with the old days of filament machines 
and motor-generator sets. After the 
necessary ground screen has been in- 
stalled under the site of the transmitter 
building, and the building itself com- 
pleted to the point of constructing the 
floors, conduits for the necessary power 
and audio circuits should be installed 
before these concrete floors are poured. 
An idea of how conduit size may be es- 
timated is given in Table 1, showing the 
careful planning necessary to determine 
the nymber and size of wires necessary 
for a given installation. 

The size of wires necessary for the 
various circuits involved and amount of 
such wiring must be approximately de- 
termined before installation actually 
begins. Under practical conditions, for 
transmitter installation the most impor- 
tant consideration in determining wire 
size is the safe current-capacity rating. 
The temperature of a conductor in- 
creases as current flows through it, and 
the temperature rise determines the 
maximum safe carrying capacity of the 
conductor. Higher temperatures will 
cause deterioration and eventual destruc- 
tion of the insulation. For example, it 
has been found that no. 4 copper wire 
with rubber insulation will carry safely 
a continuous load of 70 amps. The same 
size wire using tape or cambric insula- 
tion will safely carry 90 amperes con- 
tinuously. 

When commercial transmitters are to 
be installed, the manufacturer furnishes 
a chart of recommended wire sizes and 
approximate total length of each wire 
size needed for a typical installation. 
Table 2 shows a sample of this kind of 
chart and. wire installation instructions. 
When a used transmitter is to be in- 
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HAROLD E. ENNES 
Station WIRE 


stalled and these original instructions 
no longer exist, or where composite 
equipment is to be used, the current 
demands of the various circuits must be 
determined and appropriate wire-data 
tables used. The carrying-capacity val- 
ues are taken from the National Elec- 
trical Code, and care should be taken 
that all wiring is installed in accord- 
ance with the Underwriters specifica- 
tions. Fig. 1 shows the filament rheostat 
wiring of an RCA 5-D using no. 2 
V.C.C.L. single conductor wire to carry 
90 amps of current. Fig. 2 illustrates 
one method of running lead-covered 


TABLE 1 


CONDUIT SIZES FOR DIFFERENT SIZES OF 
CONDUCTOR FROM NATIONAL 


ELECTRICAL CODE 


One to Nine Conducter—Rubber Covered 
Types R, RW, RP, RH, and RHT—600 Volt 


Size of Number of Wires in One Conduit or Tubing 
Conductor 1 2 3 a 5 6 7 8 9 


Minimum Size of Conduit in Inches 
1 ——" \ -_*? 

















we %% % % % % 4% % 
6 %*HNHHRNH KH KK YM 
Mw *# ewe MK KI 1 
2%%% % %¥1 1 to MK 
eo 4% MN M1 1 dt 1K 1% 
8 4% *%*1 1) 141% 1% 1K 
6 % 1 1% 1% 1% 1% 2 2 2 
5 % 1% 1% 1% 1% 2 2 2 2 
4% 1% 1% 1%2 2 2 2 2% 
3% 1% 1% 1% 2 2 2 WM% 2% 
2 3% 1% 14% 1% 2 2 2% 2% 2% 
1 % 1% 1% 2 2 2% %3 3 
0 1 1% 2 2% 2% 3 3 3 
o 1 2 2 2% %3 3 3 3% 
00 1 2 2 %3 3 3 3% 3% 
0000 14 2 2 2% 3 3 3% 3% 4 
250000 1% 2% 2% 3 3 3%44 4 4% 
300000 114 2% 216 3 3% 31g 4 414 4i4 
350000 1% 215 3 3'4g 344 4 4% 44 5 
400000 1% 3 3 3% 4 4 4% 5 5 
450000 116 3 3 3% 4 4% 4%5 6 
500000 1%4 3 3 34% 4 4% 5 5 6 
550000 1% 3 3% 4 #445 5 6 6 
600000 2 3. 3144 4 4445 6 6 6 
650000 2 354 346 4 5 5 6 6 6 
700000 2 3% 3% 445 5 & 6 6 
750000 2 34 3% 4% 5 6 6 6 t.. 
800000 2 3% 4 «64% 5 UGC. 
850000 2 3% 4 4% 5 6 6 
900000 2 3% 4 «4%5 6 6 
95000 2 4 4 5 6 6 «... 
1000000 20 4 4 6 5lU6 CB 
1250000 2% 4% 4% 6 6... 
1500000 2% 4% 5 6 .... 
1750000 3 5 5 6 
2000000 30-55 6. 


wire to the proper numbers on the ter. 
minal block of the power control pane, 

In general, it may be stated that al 
audio-frequency lines should be installed 
using twisted leaded wire, and grouné- 
ing wires for this audio equipment 
should be separate from power app 
ratus and r-f grounds. If these precay. 
tions are not taken, trouble is apt to o- 
cur with background noise in the audio 
circuits due to voltage drop along th 
common ground wires carrying power 
and r-f ground currents. The autio 
equipment, including line terminations, 
pads, equalizers, line amplifiers and 
measuring equipment is placed ina sepe- 
rate rack apart from the transmitter 
itself, with power supply and audio cit- 
cuit wiring run in conduits or raceways 
sunk in the floor and terminated at the 
base of the equipment. 


Power Requirements 


It is always advisable to have cot 
sidered in the original choice of a trans 
mitter site the availability of a-c powet 
lines of a distribution voltage that & 
high enough to satisfy regulation tt 
quirements of the installation. Since 


voltage drop 


Regulation = in per cent 


voltage 

it is obvious that the higher the original 
distribution voltage the better will b 
the regulation. Where the distribution 
voltage (the voltage before being drop 
ped down to 230 or 110 volts by the pole 
transformer) is too low to give gool 
regulation characteristics, or where & 
tremely variable loads are encountertl 
from the feeders used, automatic cit 
rent and voltage regulating devices att 
provided by the local power companiss 
when such a need is shown. 
For high-power installations, rectifie 
plate transformer, filter chokes and @ 
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Fig. 1. Filament rheostat wiring of 
RCA 5-D. The leads carry 90 amps 


regulating equipment are set up in a 
separate section of the room or in the 
basement when one exists. The high- 
voltage transformer may be set up in a 
special fenced-in area on the outside of 
the building to conserve building space. 
When used inside the building, the 
transformer is usually of the oil-filled 
type, In some states the Fire Insurance 
Underwriters require that these trans- 
formers be completely enclosed in a 
fre-proof vault. Other states require that 
only a low oil-proof sill be built around 
such equipment. 

The capacity of a transformer is given 
in kilovolt amperes, and based on the 
load that it will carry continuously with- 
out having a temperature rise to exceed 
55°C above a 30°C average ambient 


temperature. Actually transformers may 
carry a load considerably more than 
their rating when such overloads are 
over short periods of time. This fact is 
important when considering loading 
practices of broadcast transmitters 
where power requirements vary with 
modulation of the transmitter. It is 
preferable to use self-supporting copper 
bus run through air for high voltage 
connections. 

Modern transmitters are shipped in 
sections with most components already 
in place in the various units. These are 
usually the exciter unit, which may be 
a complete 100/250 watt transmitter in 
itself, the modulator unit, the inter- 
mediate or final 5 kw r-f amplifier, then 
the final 50 kw unit. With 50 kw trans- 
mitters, the final and modulator power 
supplies require separate units for the 
rectifier system, whereas with powers 
up to 5 kw each unit generally includes 
the rectifier system for that unit. Termi- 
nal boards with numbered connectors 
are used for inter-unit connections, and 
the. wires run in raceways behind the 
transmitter or under channel provided 
in most modern transmitter racks in the 
elevated back base of the units. Manu- 
facturers furnish detailed blueprints 
showing wire connections to each num- 
ber on each unit, with appropriate wire 
size recommended. Parts which are to 
be mounted in each unit are numbered 
and their respective connections clearly 
indicated by photographs and schematic 
diagrams. 


Cooling Systems 


Most modern transmitters, even up, to 
50 kw rating, are now being installed 
with forced-air type cooling of power 
and modulator tubes. The method of 
mounting these tubes is greatly simpli- 
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Fig. 2. One method of running lead-covered 
wire leads to power control panel terminals 


fied insofar as installation is concerned 
over water-cooler types, because the 
tube with its attached fins is simply set 
in a hollow porcelain mounting. No 
clamping device is necessary and the 
anode connection on the chrome- 
plated rim at the top of the porcelain 
mounting which forms the seat tor the 
anode. The electrical connections are 
then made to the grid and filament. Just 
below the mounting are the air blowers 
and canvas ducts which force the air 
through the large surface exposed by 
the copper fins, and out through the top 
of the transmitter. Blowers are equipped 
with dust filters to prevent the deposit 
of dust particles on tube and transmitter 
components. 

Where a water-cooling system is used, 
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462 | 4L1 | RF 2 4W4 NO. SIZE OF WIRE 
162 | 4L1 | RF 2 | = —. ‘ 1/," Dia. Copper Tubing 
C-4 > « +: 
323 |7S27] C | 145 | 0.5 3 Ex4 cPg2 2 .125° Tinned Copper Bus 
C-1 | 335 | 3R34] HV 14500]010] 4 3 3W6 3 No.14 VCCL 600 V. Single Conductor 
C-4 | 335 |} 2713] HV |14500]0.20] 4 3 OWS 4 No.14 VCCL 3000 V. Single Conductor 
B \ > = , 
149 FM 8 aa TO FREQ. MONITOR 5 No.44 VCCL 600 V. 2-Conductor 
C-1 1 4 » a4 
69 | 7s8| mM 3 9 7 ETC. 
C-4 ¢ 
169 | 7R8| M 3 10 8 
C-1 | 344) 3R12] HV | 250] .02] 3 4 9 







































































TABLE 2. Chart of recommended wire sizes and amounts required for a typical installation 


MARCH, 


1945 


33 

















Fig. 3. Showing method of handling 
elbows in concentric lines to allow 


for contraction and .expansion 
extraordinary precautions are necessary 
when installing a tube in the water 
jacket. The metal parts of the jacket 
which are movable should be coated with 
a light film of oil to help prevent cor- 
rosion. The tube is placed gently in the 
jacket, then, after being correctly 
seated, the retaining studs or jacket 
clamping device may be firmly fastened 
into place in such a way as to force the 
flange of the plate into solid contact 
with the water-tight gasket. The elec- 
trical connections are then made. These 
wires should not be near or should not 
touch the glass bulb, since puncture of 
the glass from corona discharge is apt 
to occur. 


Transmission Lines 


The energy to be transferred from the 
transmitter to the antenna is carried by 
coaxial or two to four wire lines. Al- 
though the concentric line is more ex- 
pensive, it has proved to give superior 
performance over a long period of time. 
This line may be buried or mounted 
just above the earths surface, and is 
usually made gas-tight and maintained 
under a pressure of dry nitrogen by 
means of a tank and regulating valve 
to prevent the formation of moisture 
within the line through “breathing”. 
When the line is considerably larger 
than the rated carrier power demands 
of the particular installation, this fea- 
ture may not be necessary. 

The most important installation prob- 
lems with concentric lines are obtaining 
air-tight joints and providing a way of 
handling contraction and expansion of 
the line with varying temperatures. 
Fig. 3 shows a simple method used at 
elbows of the line to provide for expan- 
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sion and contraction. This line is run 
from the top of the transmitter inside 
the building and brought out supported 
on iron posts as shown, then run down 
to within about a foot of the ground. 
Supporting iron posts are then used 
every 15 feet to the towers. 


Preliminary Tuning 

Before initial tuning procedure is at- 
tempted on a completed installation, it 
is well to double-check all wiring, 
power-control circuits and circuit break- 
ers, and see that line fuses are of the 
correct current rating for the installa- 
tion. It is especially important to see 
that ball gaps on power transformers 
and modulation reactors are adjusted 
to the recommended spacing. Tank cir- 
cuit thermocouples should be discon- 
nected on initial tuning adjustments to 
prevent damage from any possible cause 
such as_ self-oscillation or parasitics. 
Some engineers prefer to use meters of 
much lower sensitivity in initial tuning 
than those used after tuning is roughly 
completed. Time delay relays should be 
adjusted to operate at approximately 30 
seconds, and mercury-vapor rectifier 
tubes should have filament voltages ap- 
plied 30 minutes before plate potentials 
are applied, to prevent arc-backs. Crys- 
tal heater circuits should be checked and 
allowed to heat the minimum length of 
time as per manufacturers instructions. 

The plate caps of all tubes should be 
removed and line-voltage regulated by 
the auto-transformer or voltage regula- 
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Fig. 4. Vector diagram shows that unity 
power factor and minimum current ar 
obtained with the same capacitor adjust. 
ment, when capacity is the variable factor, 























tor motor and filament voltages of each 
tube checked by a meter to ascertain 
that the voltages are within 2% of rated 
value. The oscillators may then be 
checked for proper operation by replac- 
ing the plate caps for that stage and 
closing the filament and plate switches 
on the exciter unit. Usually the rf 
pickup to the frequency monitor is taken 
from the buffer or intermediate stage 
but the oscillator plate voltage and cu- 
rent should be checked to assure that 
they are functioning properly. Plate 

[Continued on page 62 
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Fig. 5. Vector diagram for variable inductance tuning 
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LTHOUGH the individual stage char- 
acteristics have been found satis- 
factory by measurements made as 
described in Part 2,* there is a good 
possibility that the overall receiver 
characteristics will not meet with ap- 
proval. For example, the sensitivity and 
electivity calculated from the single- 
sage data will often not agree with the 
werall measurements. AVC action may 
vriously impair the performance by 
introducing distortion with large sig- 
mals, the signal-to-noise ratio may prove 
objectionable, or spurious responses may 
troublesome. Needless to say, these 
shortcomings may appear particularly 
olensive if the measurement technique 
is faulty, in which case the measure- 
bias are of little value. As each per- 
formance test is described an effort will 
hemade to point out possible sources of 
tor, 

Lsatvity 

Overall sensitivity should be meas- 
ited at three and preferably five test 
Tequencies spaced throughout each 
vave band. The generator is modulated 
% with 400 cycles for either AM or 
‘M. In the case of FM, 100% modula- 
im is taken as plus and minus 75 ke 
eviation, therefore 30% modulation is 
iuivalent to plus and minus 22.5 ke. 
Unless otherwise stated these values 
vill be assumed. 

The signal input is applied to the 


‘ever through a standard or special 
e— 
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PART 3 
OVERALL SENSITIVITY CURVE 
MODEL__XX___ SERIAL_-_4_____ DATA BY_G:H:@. _ FILE__4____ paTe_1-6-45_ 
Ant: ST’D I.R.E. DUMMY Ry 8000 ohms Output 0.5 wott 


pemmpens 





8 





mV INPUT FOR NORMAL OUTPUT 


4000 2000 





Modulation 30% 400 cycles 





5000 410,000 
KC. 





400,000 








Fig. 22. Typical chart showing overall sensitivity curves of a receiver 


dummy antenna that stimulates the an- 
tenna for which the receiver was de- 
signed, except for receivers using loop 
antenna where the signal is radiated 
from a coaxial loop. Both methods were 
described in Part 2 for single-stage 
measurements and need not be repeated 
at this time. 

The power input voltage, with the 
receiver operating, should be adjusted 
to the normal value as given in Table 1 
of Part 1.** The receiver (at maximum 
sensitivity) is then carefully tuned to 
the desired test frequency, using a rea- 
sonably small input. An appreciable 
error will sometimes result if a strong 
signal is used, because the AVC sys- 
tem may cause a slight detuning effect. 
For this reason adjustments should be 


** Rapto, Nov. 1944 
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made with a minimum of signal input 
thus avoiding possible overloading or 
detuning effects. 

Sensitivity is measured in microvolts 
when a standard dummy antenna is used 
and in microvolts per meter when the 
receiver employs a loop antenna. It is 
defined as “the least signal input voltage 
of a specified carrier frequency, modu- 
lated 30 per cent at 400 cycles, which 
results in normal test output when all 
controls are adjusted for greatest sensi- 
tiivty”. (IRE Standards Definition) 

The sensitivity curve is plotted with 
test frequencies as abscissas on either a 
linear or logarithmic scale and with in- 
put in microvolts as ordinates on a linear 
scale. If the receiver has more than one 
waveband it is customary to use a loga- 
rithmic scale and include all data on 
one graph as shown in Fig. 22. Curves 
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at the upper and lower limits of power 
input voltage are measured in the same 
manner. 

Unusual discontinuities in the sensi- 
tivity curve often caused by improper 
bypassing or ground connections should 
be investigated. It is important that the 
low potential side of the signal genera- 
tor be connected to the low potential 
receiver input terminal and not to any 
convenient point on the chassis. This is 
particularly true at high frequencies, 
where ground returns are especially im- 
portant. The connecting cable or leads, 
and the dummy antenna should be placed 
well away from parts of the receiver 
which might cause feedback. 

Receivers with high sensitivities often 
have an appreciable amount of back 
ground noise along with the desired 
signal ; it is therefore necessary to make 
allowances for this when measurements 
are made. A sharply tuned 400-cycle 
band-pass filter can be connected be- 
tween the receiver output and the out- 
put meter which will often suppress the 
noise to such an extent that it becomes 
negligible, but the attenuation of the 


filter at 400 cycles must obviously be 
taken into account in determining the 
true sensitivity. If the noise level is 
still appreciable an incremental reading 
of the output meter is necessary. When 
a power-type meter is used, the incre- 
mental output power is equal to the ob- 
served total power minus the ob- 
served noise power (zero modulation). 
If a voltmeter type output meter is used 
the desired voltage is calculated by 
equation 3. 

E,=VE?—E* (3) 
where E, equals voltage required for 
normal output, E, equals total output 
(noise plus signal) and E,, equals noise 
only (zero modulation). 

Many engineers are interested in 
knowing the input in microvolts neces- 
sary to produce full output from the 
receiver. This is measured in the same 
manner as normal sensitivity, except 
in determining the input necessary to 
produce normal output the input is in- 
creased until full output (10% distor- 
tion point) is reached. This is known 
as the overload sensitivity and will be 
used later to evaluate the microphonic 


Fig. 23. Overall selectivity is plotted on this type of chart 
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_ equal on each side of resonance if th 


tendencies of the receiver. A maximum. 
output sensitivity is also measured with 
80% modulation. 


The overall sensitivity can now he 
compared to previous measurements 
For instance, the first detector or cop. 
verter grid sensitivity times the r-f ang 
antenna stage gains would normally be 
expected to compare favorably with the 
measured overall sensitivity. However. 


as mentioned in the section on cop. } 


verter measurements, this is not always 
true because the converter grid sens. 
tivity, measured across the converter 
grid circuit, does not simulate actual 
operation. The presence of the genera. 
tor therefore probably disturbs some 
coupling condition existing between the 
local oscillator and the converter grid 
thereby changing the converter trans. 
conductance. 


This is only one reason why the 
sensitivities do not always check. Re. 
generation or degeneration might als 
be the cause and can be checked by 
comparing selectivity measurements. 
Calculation of the image response from 
the r-f selectivity curve as compared 
with the overall measurement of the 
same will also indicate whether an ap- 
preciable amount of regeneration or 
degeneration is present. 


Selectivity 


Selectivity is usually measured at 
approximately the mid-point of each 
band by first adjusting the receiver tc 
give normal output when tuned to the 
test frequency as in the sensitivity test 
The same precautions as to ground 
should be observed when making selec: 
tivity tests as outlined for sensitivity 
measurements. The signal generator is 
then detuned on each side of the tes 
frequency, increasing the signal input 
to maintain normal output from the te 
ceiver, until a point 100 ke off resonance 
is reached, the signal input exceed 
one volt, or the input has been in 
creased 10,000 times that required fo 
the sensitivity measurement. Reading: 
are taken at inputs of 2, 5, 10, 100, 1009 
and 10,000 times normal. 


If none of these points corresponds t 
+10 ke from resonance, ‘this  valtt 





should also be measured (in the broaé 
cast band) since this is a measure ¢ 
the adjacent channel attenuation, ACA 
The ACA should be approximate 


single stage selectivity curves are Syl 
metrical. Should this not be the ca% 
it is well to investigate the cause. (ti 
likely source of trouble with loop % 
ceivers is magnetic coupling betweé 
the loop and an i-f, or even r-f, sta 
This simple expedient of reversing % 
loop antenna will sometimes coffe 
this, although it may introduce 50% 
other equally bad effect. Should revet 
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ing the loop antenna be found desirable 
it would be wise to repeat all measure- 
ments made thus far in order to make 
sure no other changes have taken place. 


Another cause for unsymmetrical 
curves, as mentioned previously, is 
caused by an appreciable amount of fre- 
quency modulation present in the r-f 
signal generator. This is especially true 
when measuring highly selective re- 
ceivers because, as the signal generator 
is detuned from resonance during the 
selectivity measurement, any change in 
impressed frequency will result in a 
change in voltage at the detector, due 
to the slope of the selectivity curve. The 
detector is therefore not able to differ- 
entiate between frequency modulation of 
the signal generator or a change in 
amplitude modulation. Thus, with fre- 
quency modulation present, it will ap- 
pear as an additional amplitude modu- 
lation on one side of the selectivity 
curve thereby resulting in an unsym- 
metrical curve. Likewise, if the true 
curve is unsymmetrical this effect can 
produce symmetry. The use of an un- 
modulated signal generator with means 
for indicating carrier strength, such as 
a microammeter in series with the diode 
load, will eliminate this effect. Most 
measurements, however, require that 
the audio section of the receiver be in 
operation, so this method is somewhat 
limited in application. 


Selectivity can be plotted in terms of 
selectance or bandwidth. The latter is 
preferred because it shows us the shape 
of the curve near resonance where an 
excess of selectivity will affect the 
overall fidelity due to attenuation of the 
high modulating frequencies. Selectivity 
data is plotted on semi-log paper, with 
frequency as abscissas on a uniformly 
divided scale, and the ratio of input off 
resonance to the input at resonance on 
a logarithmic scale as ordinates, as 
shown in Fig. 23, 


Measurements with a single signal 
generator do not give us a complete 
picture of receiver performance in the 
presence of interfering signals. For this 
reason a two-signal generator test is 
made. Connections are shown in Fig. 
24. One generator represents the desired 
signal and the other, the undesired or 
interfering signal. The desired signal 
modulated 30% at 400 cycles is set at a 
standard input (50 wv — distant, 5000 
uv — mean, 100,000 nv — local, 1 or 
2 volts — strong signal) and the re- 
ceiver tuned and adjusted to give nor- 
mal output. The modulation is now 
reduced to zero while the second gen- 
erator (interfering signal) modulated 
30% at 400 cycles is applied at succes- 
sively one, two, three, etc., channels off 
resonance. At each point the input from 
the second generator is adjusted until 
the receiver output is 30 db below nor- 
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Fig. 24. Connections for two-signal tests of a radio receiver 


mal, which in the case of normal output 
is 0.5 milliwatts. 

Cross-modulation and masking effects 
can also be checked by using two signal 
generators but since little trouble is 
experienced from these phenomena in 
a modern receiver they will not be dis- 
cussed at this time.® 


Fidelity 

The overall-electric fidelity (here- 
after called fidelity to distinguish it 
from sound pressure fidelity, which is 
a measure of acoustic output) shows 
the overall audio frequency character- 
istics of the receiver. This test is made 
at approximately the mid-frequency of 
the r-f band unless the selectivity of the 
receiver varies considerably from one 
end of the band to the other, in which 
case curves are taken at each end. Fig. 
25 shows curves of a representative re- 
ceiver wherein the selectivity has 


caused severe attenuation of the high 
audio modulating frequencies. With a 
mean-signal input (5000 pv) modulated 
30% at 400 cycles, the receiver is tuned 
to resonance and the volume control set 
to give normal output. This is our ref- 
erence point for the entire curve and 
therefore must be carefully checked; 
hum or noise, if present, must be ac- 
counted for in the results. The modula- 
tion frequency is then varied from 30 
to 10,000 cycles, keeping the per cent 
modulation constant while the output 
voltage is recorded. Fidelity curves 
should be made with the tone controls 
also adjusted to their extremes, and if 
the volume control is part of a com- 
pensation network, an additional curve 
should be taken at the point of maxi- 
mum compensation. Care should be 
taken to prevent overloading the re- 
ceiver if abnormal peaks are encoun- 
tered. When this occurs the input should 
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Fig. 25. Method of plotting overall fidelity curves 
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MODEL. XX_____ SERIAL___/ _ 
Antenna : I.R.E. STANDARD 


Nn 
°o 


~ 
on 


EQUIVALENT PERCENT MODULATION 
wo 3 


°o 


410? 


~ 


10 
MV 





____— DATA BY_G.H-Q._ FILE__4___ 
Mod. hum @ 1000 KC. - Whistle @ 940 KC. 





DATE 1-6-45__ 


MOD. 


WH 


10* 40° 


INPUT 








be reduced and the fidelity remeasured. 

It is permissible to measure the out- 
put across the speaker voice coil in- 
stead of the output load, in which case 
the speaker should be mounted on a 
baffle or in its cabinet with the receiver 
in place. The curve data sheet should 
be plainly marked if this method of 
measurement is used. 

Overall fidelity curves are plotted on 
semi-log graph paper with the audio 
modulating frequencies as abscissas on 
a logarithmic scale and the relative re- 
ceiver output as ordinates on a linear 
scale. For comparison, the character- 
istic of the audio section of the receiver 
alone is sometimes plotted on the same 
graph. This shows the amount of attenu- 
ation due to tuned circuit selectivity. 

Sound pressure fidelity curves take 
into account the acoustic output of the 
speaker and are taken when the neces- 
sary equipment is available, however 
unless «one has had considerable experi- 
ence in interpreting this type of curve 
the results are often misleading. 


Spurious Responses 
Probably the most serious spurious 


Fig. 26. Curves showing equivalent 
per cent whistle and hum modulation 


response in a receiver is caused by 
pickup of signals at the intermediate 
frequency since this affects reception at 
all points in the tuning range. This is 
known as the Intermediate Frequency 
Response and is measured in microvolts 
(uv/m for loop receivers) or, as a 
ratio of signal input at the i-f to the 
signal input at the desired frequency 
to give normal output. The receiver is 
tuned to one of the standard sensitivity 
test points while a signal at the inter- 
mediate frequency is applied through 
a dummy antenna or radiating loop. The 
i-f signal input is then adjusted to pro 
duce normal output. This is repeated at 
each of the sensitivity test points. 

The second spurious response of im- 
portance is that caused by the local 
oscillator beating with an incoming 
signal whose frequency is twice the 
intermediate frequency from the desired 
signal. This is known as the Image 
Response. The image signal can be 
either higher or lower than the desired 
signal according to whether the oscil- 
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Fig. 27. Standard AVC characteristic curves for various modulation percentages 
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lator is higher or lower in frequency 
or example, if the oscillator js above 
the desired signal, then the image wil 
be above and vice versa. Image te. 
sponse is expressed as a ratio of the 
input in microvolts modulated 30% a 
400 cycles required to give normal Out: 
put at the test frequency, to the input 
required at the image frequency to Dro. 
duce the same output. The receiver te. 
mains tuned at the first or test frequency 
during both measurements. ; 

Another spurious response, of lesser 
importance than the first two mentioned 
because it only occurs at harmonies of 
the intermediate frequency, is known as 
the Harmonic Tweet or Whistle. Org. 
narily only the second harmonic js ob. 
jectionable although higher order har. 
monics are sometimes observed, Any 
feedback from the second detector oy 
i-f amplifier is likely to exaggerate the 
effect and therefore care should be 
taken to keep all leads well away from 
this portion of the receiver. 

The measurement is known as Equiy- 
alent Whistle Modulation and is checked 
as follows. The signal generator with 
zero modulation is adjusted to approxi- 
mately twice the intermediate frequency 
and the receiver with speaker con- 
nected is tuned to produce a whistle of 
maximum intensity to the ear. The re. 
ceiver is tuned rather than the signal 
generator since this more nearly repre- 
sents actual operating conditions. Modv- 
lation is then applied (30% at 400 
cycles) and the volume control adjusted 
below maximum undistorted 
output. The output voltage is recorded 
for the 30% modulated signal, after 
which the modulation is reduced to 
zero, and the whistle voltage measured 
with the same r-f input. This procedure 
is repeated at several inputs from 10 
microvolts to one volt, the volume con- 
trol being adjusted each time to prevent 
overloading. From this data equation 4 
is used to compute the equivalent whis- 
tle modulation in percent. 

m = 30EW/E, (4) 
where, 
m = whistle modulation in percent 
30 = per cent signal modulation 
Ew = whistle output voltage 
E, = signal output voltage, modulated 
30% at 400 cycles. 
A representative curve is shown in Fig. 
26. 

Other spurious responses caused by 
harmonics of the local oscillator beating 
with the fundamental or harmonics 0! 
an interfering signal are not often et- 
countered although if they cause serious 
interference a measurement should be 
made of their sensitivity. 


Equivalent-Noise-Sideband Input 
(ENS!) 

The sensitivity of a receiver is limited 
by the amount of noise originating ™ 
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is circuits; it is therefore necessary to 
jnow this quantity before it is possible 
to evaluate the usable sensitivity. ENSI 
is defined as “the equivalent input mag- 
ritude of all random noise which is 
transferred to the output circuit” ; in 
gher words, the magnitude in micro- 
ylts of all noise within the frequency 
passband of the receiver. The following, 
equation 5, is self-explanatory. 

(5) 


E pean mE.(En/E,') 


Where, 

E = ENSI in microvolts 

E, = modulated signal input in micro- 
volts 

m = signal modulation factor (0.3 for 
30% mod) 

E, = noise output voltage 

E, = signal output voltage. 


Measurements are made at all stand- 
ard sensitivity test points with the 
equipment connected the same as for 
gnsitivity checks. A signal at the re- 
quired test frequency, modulated 30% 
at 400 cycles, and adjusted to an am- 
plitude of from three to ten times the 
computed noise voltage, is applied to 
the receiver. The volume control is 
then adjusted to give a reading below 
the overload point. With an r-m-s volt- 
meter, and using a 400-cycle filter, the 
signal output volts are measured. The 
flter is then removed and the total 
signal-plus-noise output volts recorded. 
Next the generator modulation is re- 
duced to zero and the remaining output 
noise volts measured. The carrier input 
is maintained constant throughout these 
tests. In lieu of a 400-cycle filter the 
output signal voltage may be deter- 
mined by correcting for noise as de- 
scribed previously for sensitivity tests. 

ENSI is expressed in microvolts at 
aspecified frequency and is usually tab- 
ulated along with‘ sensitivity readings 
for each waveband. 


HUM—Residual and Modulation 


There are two sources of disturbing 
hum present in most receivers: (i. re- 
sidual, (2) modulation hum. 

Residual hum is measured across the 
output load with the receiver volume 
control set at minimum as_ outlined 
wider audio frequency measurements in 
Part 2. 

Modulation hum is measured with the 
teceiver operating normally and the 
volume control adjusted to give approxi- 
mately maximum undistorted output 
with a signal modulated 30% at 400 
tycles. Tune controls should be set at 
maximum. Inputs at all standard values 
tom 50 microvolts to 1 or 2 volts are 
applied to the receiver and the output 
voltage measured, first with modula- 
tion on and then off. 

The equivalent percent modulation 
hum is then calculated from equation 6 
and the results plotted as shown in Fig. 
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26. Unless the equivalent per cent hum 
modulation is at least three times the 
residual hum these measurements have 
little value. 


m = 30E/E, (6) 
Where, 
m = hum modulation in percent 
30 = per cent signal modulation 
Ex = hum output voltage 
E, = signal output voltage. 


Automatic Volume Control 


The measurement of automatic vol- 
ume control characteristics is usually 
made with the receiver tuned to the 
center of the frequency band. The vol- 
ume control is adjusted so that audio 
overload does not occur with an input 
of one volt when modulated 80% at 400 
cycles. Receiver output is then measured 
as the input is varied from approximate- 
ly one microvolt to one volt for modu- 
lation of 10, 30 and 80%. This data is 
plotted as shown in Fig. 27 with input 
in microvolts as abscissas on a loga- 
rithmic scale and output volts as ordi- 
nates on a linear scale. 


AVC Distortion 


The AVC distortion is measured in 
much the same manner as the AVC 
Characteristic, except that percent au- 
dio distortion instead of output voltage 
is measured vs. input signal with 10, 
30 and 80 per cent modulation. Two 
sets of curves are made, one with the 
volume control adjusted to approxi- 
mately maximum distorted output and 
the other at approximately one-half 
output as shown in Fig. 28. 


Microphonics 

Microphonics are quite difficult to 
measure, but checks should be made to 
determine whether the receiver is rea- 


sonably free from such effects. The 
receiver should be physically located in 
such a manner that acoustic feedback 
will not occur between the speaker and 
the signal generator used for the tests. 
Measurements are made at the same 
test frequencies used when overload 
sensitivity was measured. 

The signal input to the receiver, 
without modulation, is increased until 
microphonics occur. Several checks are 
made at each point and the average 
value of the input in microvolts are 
microvolts per meter at which micro- 
phonics begin is considered the micro- 
phonic level. Notes should be made, if 
possible, as the source of the micro- 
phonism, such as tuning condenser, 
tubes, padding condensers, etc. Compar- 
ing this value with the overload sensi- 
tivity previously measured will give us 
the microphonic-overload ratio. Obvi- 
ously, the higher the ratio the better 
the receiver as far as microphonism is 
concerned. 


Power Output 


Two curves are necessary to show 
the power output characteristics of a 
receiver: (1) power output vs. input, 
(2) power output vs. distortion. 

The first curve shows the maximum 
power output without regard to har- 
monic distortion and is measured with 
the receiver at maximum sensitivity. An 
r-f signal with 400-cycle modulation is 
applied to the receiver! input and its 
amplitude varied from 1 to 1,000,000 
microvolts at 10, 30 and 80 per cent 
modulation, as the output voltage or 
power across the dummy load is meas- 
ured. Compensation should be made for 
noise or hum if appreciable. The re- 
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Fig. 28. Typical AVC distortion curves. Output voltage is measured vs. input signal of 
10%, 30%, and 80% modulation. Output lever (A) is 90% of full output: (B) is the curve 
for 35% of full output 
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Difficulties in 
MULTIPHASE 


filaments in’ transmit- 


ting tubes were introduced to the 


ULTIPILASE 


industry a few years ago as a re 
sult of the trend toward complete alter 
nating-current operation of transmit 
ting equipment. ‘Three principal ad 
vantages were claimed for them: a bal 
anced load on the power lines, a lower 
hum filament 
former costs. ‘The increase in the power 
of transmitters with the attendant in 
crease in the size of tubes has added to 


level, and lower trans 


the appeal of these arguments. 
IXxperience with the operation 
transmitting tubes employing  multi- 
phase filaments has revealed that one 
of these reasons is actually false and 


of 


that there are disadvantages which far 
outweigh the remaining two. It is the 
purpose of this paper to present the re 
sults of investigation and operating ex 
perience on multiphase filament. tubes. 


Hum Modulation 


The most important of the three ad 
vantages claimed for multiphase fila 
ment operation with the current em- 
phasis on high-quality, low-noise-level 
transmission is that of reduction in the 
level of the hum modulation due to fila- 
ment heating current. Such modulation 
is caused almost entirely by the mag- 
netic field of the filament. Since this 
field increases with the magnitude of 
the filament current it would be ex 
pected to assume greater importance as 
the size of the tube increases. 

It was for this reason that an investi 
gation was carried out by one of the 
writers to determine the relative hum 
modulation due to filament excitation to 
be expected from different types of 
power tubes under various operating 
conditions. A series of measurements 
was made with the tubes in a self-ex- 
cited oscillator operating on approxi- 
mately 520 ke. The plate supply con- 
sisted of a three-phase full-wave recti- 
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Troubles arise in multiphase operation of transmitting tube filaments, 
This article describes these troubles and methods of overcoming them 


fier with sufficient filter to give a plate 
voltage ripple 70 db below the rectified 
DC voltage output. -lum modulation 
of the carrier measured with a 
General Radio Type 731-B modulation 
monitor using an external 50 wa meter 
in series with the 600 wa meter con- 
tained in the monitor. ‘The instrument 
was calibrated for the new low range. 
Carrier modulation as low as 70 db be- 
low carrier can be read quite accurately 
by this method. The hum medulation 


Was 


for each type of tube was measured 
over wide ranges of plate voltage, plate 
current, grid bias, and grid swing, In 
the case of multiphase filament tubes, 
measurements were made with single 
phase, three-phase, and six-phase fi 
ment excitation. 

The data obtained show a good cor 
relation between hum modulation and 
grid saturation. [éxamination of the 
data suggested that if a convenient 
measure of the degree of grid sature 
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Fig. 1. Typical curves showing total hum modulation as a function of grid saturation 
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FILAMENT OPERATION 


A. K. WING, Jr. and H. W. BAKER 


Federal Telephone and Radio Corp 


tion could be set up it would be possible 
irom similar data for a given type of 
tube to predict the hum modulation due 
to filament excitation for any set of 
operating conditions. 

The region of grid saturation may be 
defined as that portion of the tube char- 
acteristic in which with a constant load 
impedance a positive increment in grid 
voltage results in either no change or 
adecrease in plate current. ‘This mode 
of operation produces a plate current 
pulse having a flat top or a dip at the 
crest. Inspection of constant current 
curves for various tube types shows that 
although the region of grid saturation 
varies somewhat, depending on the de- 
sign characteristics of the tube type, it 
is always quite close to the diode line. 
Therefore, if we assume that the diode 
line represents the point of maximum 
grid saturation for any plate voltage 
and load impedance, we may say that 
the ratio of the length of the operating 
line under any given condition to the 
length of an operating line of the same 
load impedance extending to the diode 
line is a measure of the degree of grid 
saturation for that condition. While 
this assumption is only approximate it 
was found to give a reasonably satisfac- 
tory means of predicting hum modula- 
tion for any selected mode of operation. 

Total hum’ modulation as measured 
under a wide range of operating condi- 
tions for each tube type under con- 
sideration was plotted against the de- 
gtee of grid saturation. The results 
for multiphase-filament types F-898 ‘and 
F-124-A are shown in the total hum 
modulation curves, Fig. 1. Inspection 





oi these curves indicates that with these 
two different types of multiphase fila- 
ment structure, when operating in the 
region of grid saturation, the hum 
modulation is reduced by approximately 
2.5 db by the use of three-phase rather 
than single-phase filament excitation. 
The type F-124-A will give an addi- 
tional 2.5 db reduction in hum modula- 
tion when six-phase is substituted for 
three-phase filament excitation. 

While this data does show some re- 
duction in the measured hum modula- 
tion level by the use of multiphase fila- 
ment excitation, the sensitivity of the 
human ear and the characteristics of 


the receiving equipment affect the ulti- 
result. 


mate Kar sensitivity is con- 





Fig. 2. Diagram of the forces acting upon a 
multiphase filament 
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cerned with the least intense sound that 
can be heard. Such a sound is said to 
be at the “threshold of hearing”. The 
principal hum modulation frequencies 
caused by single-phase, three-phase, and 
six-phase filament excitation are nor- 
mally 120, 360 and 720 cycles per 
second, respectively. Published data on 
the average human ear indicates the fol- 
lowing “threshold of hearing” levels in 
terms of db above a reference level of 
0 db at 800 cycles per second, corre- 
sponding to a level of 10° watts per 
square centimeter. 


720 cycles per sec. 1 db 
360 cycles per sec. 10 db 
120 cycles per sec. 30 db 


‘rom this it is apparent that the hum 
level due to single-phase filament ex- 
citation can be 20 db higher than for 
three-phase, and 29 db higher than for 
six-phase, without being more audible 
to the human ear. Inasmuch as the 
greatest measured difference in hum 
level at 100% grid saturation is in the 
order of 5 db, the effective audible hum 
level is actually lower in the case of 
single-phase filament excitation. These 
results assume the use of perfect receiv- 
ing equipment, capable of reproducing 
all frequencies equally. In actual prac- 
tice the average receiver will respond 
to 360 or 720 cycle modulation much 
better than to 120 cycle with the result 
that the lower frequency is still further 
discriminated against. 

Present-day operating practice can 
be counted upon to lessen still further 
the need for multiphase operation in so 
far as hum modulation is concerned. In 
many cases the quadrature connection 
of the filaments of two tubes each oper- 
ated single-phase and used in parallel or 
push-pull will result in further reduc- 
tion of the resulting hum modulation. 

This precaution should be observed 
in cases where the plate load impedance 
is negligible for the hum frequencies as 


4) 








would be the case for radio-frequency 
amplifiers. Where this condition is not 
met as in the case of push-pull audio 
applications, the filament voltages of the 
two tubes should be in phase since can 
cellation can then take place in the plate 
circuit. In class B audio applications 
this hum cancellation is realized under 
the conditions of zero signal where it 
is most important. On the basis of this 
data and considering that the present- 
day practice of using overall inverse 
feedback on fixed-frequency transmit- 
ters has further reduced the hum modu- 
lation, the type of filament excitation 
employed is no longer a determining fac- 
tor in the final carrier hum moduation. 


Magnetic Forces on Filaments 


One of the limitations on the life of a 
transmitting tube filament and conse- 
quently on the life of the tube is its 
ability to withstand the forces to which 
it is subject. These forces are of three 
kinds: electrostatic, magnetic, and me- 
chanical. Electrostatic forces are usual- 
ly of important magnitude only in the 
case of high voltage thermionic recti- 
fiers where the difference in potential 
between the filament and the anode is 
twenty thousand volts or more. In the 
case of the conventional triode, the grid- 
filament potential rarely exceeds a few 
thousand volts and as a consequence the 
electrostatic force on the filament 
strands is negligible. Forces between 
filament strands and filament sections 
due to the magnetic fields set up by the 
filament heating current can, however, 
very easily reach destructive magni- 
tudes. 

The magnitude of the total force in 
grams between two filament strands of 
length / centimeters, spaced d_centi- 
meters and carrying instantaneous cur- 
rent amplitudes i1 and ig amperes, is 
given by the expression: 

l 
f = 2.04 i: ig — 10° 
d 
It is apparent from the above expres- 


(1) 


sion that for equal currents, strand 
forces increase as the square of the 
heating current amplitude. These 


forces may become of great importance 
in high-power-output, long-life tubes 
having high filament-input power. Such 
multi-strand filaments must be designed 
so that magnetic forces on the filament 
strands are sufficiently small in magni- 
tude as to cause no appreciable defor- 
mation. This is accomplished, in gen- 
eral, by a symmetrical placement of the 
filament strands and electrical connec- 
tions such that the net resultant force 
on any one strand due to the magnetic 
field of all other strands is essentially 
zero. 


As an example, consider a filament 
consisting of an even number of 
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Fig. 3. Type F-893 filament mount showing 
typical single-strand construction 


parallel filament strands equally spaced 
around the axis of the tube. Such an 
arrangement is shown diagramatically 


in Fig. 2. For this configuration a 
simple expression for the tangential 
force Fr, in grams per centimeter 
length, on a given strand may be 
obtained. 
I Is 
C, — 2.04 10° 4 - cos giz + — sin die 
die dis 
Is : in 7 
+ — sin ds +.... + — SIN Gin 
dis Pin 


where d is the current in amperes ip 
the investigated strand, and 1, is the 


current in the nth strand and d;,, is the 





distance in centimeters between gt 
1 and n. in is the space angle bp. 
tween a line through strands L and , 
and the tangent to the filament struc. 
ture at strand |. From inspection ¢j 
equation (2) it is apparent that for 
equal but opposite direct current jq 
adjacent strands, the resulting tangen. 
tial forces on all strands are equal and 
approach zero. 

The expression for the outward no. 
mal force, /'n, on a strand is 


12 
Fin 2.04 10° 1 ( — sin Pr + 
dys 
is In 
— sin gis +. . . —— SiN Gem 
dys pin 


Inspection of this equation and Fig, 2 
indicates that the outward forces ex. 
erted under the same conditions 4; 
considered above are equal on qj 
strands and negligibly small. 

If, in the above expressions, we tp 
effective values of alternating current 
the resultant forces will be the same. 
Similarly, if we introduce the phase 
angles of the currents in the varios 
strands we find that for symmetrical 
three- and six-phase filament structure 
where the phase sequence of strand cur 
rents progresses uniformly around the 
circumference, the tangential forces on 
the filament strands are in equilibrium 
and the normal force components are 
again equal and relatively small. We 
can conclude from this analysis that 
the type of filament structure con- 
sidered is inherently mechanically 
stable for direct current, single-phase, 
three-phase and six-phase operation 9 
long as the strand currents are of equal 
magnitude and the phase sequence uni- 
form around the circumference. It 
becomes of utmost importance, there- 
fore, to make the proper filament ter- 
minal connections for any type of fila 
ment heating power. 


Mechanical Forces on Filaments 


Mechanical forces may be set up ina 
filament for a variety of reasons. Un- 
even heating or cooling rates for dif- 
ferent parts of the structure may result 
in forces being set up which will stress 
the filament strands beyond their elas- 
tic limit. Other causes will be apparent 
upon examination of typical structures. 

There are in use two principal types 
of multiphase filaments. The first type, 
historically, is represented by the struc: 
ture used in the types 893 and 898 tubes 
and is illustrated in Fig. 3. Six sym 
metrically-placed filament strands are 
fastened to a center support rod at one 
end. A compression spring acts 
through the center support rod to keep 
the filament strands under slight tension 
at all times. Great care must be taken 
in the assembly of this structure t0 
assure equal tension and equal length 
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Fig. 4. 
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Fig. 4. Type F-124A filament mount, showing 
typical folded-strand construction 


in all filament strands. The diameter 
of each strand must be very accurately 
matched, so that in operation the fila- 
ment strands will reach the same op- 
erating temperature and hence will all 
expand an equal amount. Obviously, 
if one filament strand should expand a 
greater amount than the other strands, 
mechanical forces will be set up within 
the filament structure resulting in 
deformation of one or more strands. 

So far only the manufacturing pre- 
cautions necessary to minimize the 
mechanical forces with this type of fila- 
ment structure have been discussed. 
Probably the most destructive forces to 
be encountered, however, are those 
resulting from unequal filament strand 
currents and improper phasing of the 
currents in the various strands. The 


unequal strand currents will not only 
cause resultant magnetic forces which 
may be large, but will cause unequal 
strand expansion due to the difference 
i operating temperature. Since the 
strands are all fixed rigidly at both ends 
relative to one another, they are unable 
to expand independently. The result- 
ant mechanical forces must, therefore, 
relieve themselves by deformation or 
breakage of one or more strands or by 
the shift of the entire filament struc- 
ture from its vertical axis. Once a 
strand is deformed, the magnetic forces 
are no longer in equilibrium. In addi- 
tion, subsequent heating and cooling 
cycles of the filament keep increasing 
the mechanical stress in the structure 
with the eventual result of a broken 
filament strand or a grid-filament short. 
Any tendency for filament strands to 
evaporate at unequal rates during life 
and hence to become unequal in diam- 
eter will aggravate this condition. It 
should be noted that the same situation 
exists for this particular structure for 
single-phase or even d-c excitation as 
for three- or six-phase. 

The other principal type of multi- 
phase filament, represented by the 
structure used in the Federal F-124-A 
tube was designed to overcome those 
difficulties and is illustrated in Fig. 4. 
Six symmetrically-placed folded strands 
are used. Inasmuch as the folded 
strands, or hairpins, are rigidly 
mounted at only one end of the struc- 
ture and the closed end of the hairpin 
is simply guided by an elongated loop 
that is electrically insulated from the 
center support structure, each hairpin 
is free to expand independently of the 
others. This type of multiphase filament 
structure, while more expensive to 
build, has the outstanding advantage 
of completely eliminating the problem 
of mechanical forces set up within the 
structure due to unequal expansion of 
the individual elements. 

Uniform phase progression cannot be 
attained for multiphase operation with 
this type of filament structure. <A 
phase sequence can be chosen, however, 
such that the maximum stress on any 
strand is well within safe operating 
limits. Calculation of the deflection of 
the filament used in the F-124-A tube 
indicates a maximum tangential strand 
displacement of only 10“ mm. As in 
the case of the first filament structure 
described, it is vitally important that 
the various strand currents be main- 
tained very nearly equal in order to 
keep the resultant magnetic forces at a 
safe value. When this structure is op- 
erated single phase, however, the tan- 
gential magnetic forces are balanced, 
and its freedom from expansion difficul- 
ties makes it an extremely rugged 
filament. 
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Effect of Phase Unbalance 


Experience has shown that the nor- 
mal variation between phase voltages 
on the average power line is of sufh- 
cient magnitude to reduce materially 
the life of a multiphase filament unless 
elaborate means for continuously main- 
taining accurate phase voltage balance 
are provided. Means must also be pro- 
vided for the immediate removal of 
filament power in the event of failure 
of one phase of the power line. The 
cost of these protective devices will 
more than offset any saving in cost of 
filament transformers effected by multi- 
phase filament operation. 

The single strand type of filament 
structure as used in the type 862 tube 
requires that the phase voltages shall 
not differ by more than 0.5% if maxi- 
mum tube life is to be obtained. The 
hairpin type of filament as used in the 
Federal F-124-A tube will permit a 
maximum phase unbalance of 1%. 

When either of these types of fila- 
ment is operated with single-phase 
filament power, the difficulties with 
phase unbalance are eliminated. In 
order to realize this advantage, how- 
ever, it is important that good connec- 
tions be made to the filament terminals. 
If poor contact exists on any terminal 
the. current into that terminal will be 
reduced and the effect will be the same 
as for unbalance in multiphase opera- 
tion. It is obviously also important, 
as has been pointed out, that the proper 
terminal connections be made. Experi- 
ence has shown that when a filament 
structure which is designed to allow 
individual expansion of the filament 
strands is operated single-phase with 
proper observance of these precautions, 
greatly improved life results as com- 
pared to multiphase operation or to the 
older type of structure. Even the ‘older 
type which does not allow free expan- 
sion of individual strands will show 
longer life when operated single-phase 
because of the elimination of the dif- 
ficulty of phase unbalance. 


Load on Power Line 


The third advantage claimed for the 
multiphase filament operation was that 
of balancing the load placed upon the 
power lines. If in the usual trans- 
mitter with its several power supplies 
and separate stages, consideration is 
given to distributing the various com- 
ponents of the load between phases, it 
will usually be possible to effect satis- 
factory balance. Compared to the 
economic advantages of increased tube 
life to be expected from single-phase 
operation, the argument for balancing 
the filament supply load seems insig- 
nificant. 


[Continued on page 76] 


43 














COMMUNICATION 
and CONTROL RELAYS 


GEOFFREY HERBERT 


A comprehensive survey of various types of relays, with practical data 
regarding their characteristics and applications in radio apparatus 


HE BASIC function of a relay is to 
control a large amount of power 

with a small amount of power. Con- 
sequently, relays are frequently consid 
ered primitive relatives in the family of 
power amplifiers and electron tubes, 
which have greatly surpassed the relay 
in speed of response, accurate timing, 
and graduated degree of power level. 
These advantages of the electron tube 
are negatived by the costs of extremely 
low efficiency, relatively short life and 
high maintenance, complicated equip- 
ment, comparative bulk and high initial 
cost of supplementary equipment. The 
relay offers tremendous power capacity 
for its size, compactness, exceptionally 
high efficiency, and a low initial cost. 
Where loads are not interrupted fre- 
quently, an almost endless life with 
practically no maintenance can be ex 
pected of the relay. 

Practically, these differences in per- 
formance between relays and electron 
tubes are only relative, and none of 





Fig. 
(Courtesy J. H. 
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1. Pony relay 
Bunnell and Co.) 





Fig. 2. Telephone-type relay 


(Courtesy Automatic Electric Sales Corp.) 


these advantageous characteristics be- 
longs exclusively to either. Only by 
enumerating the important character- 
istics of each of the various forms of 
relays can the fields of application in 
which the relay is superior be deter- 
mined. Just as hundreds of electron 
tubes have each been designed expressly 
for a certain task, thus have a like large 
number of relays been developed for 
given applications. As an example, the 
sensitive relay is analogous to a triple 
grid control amplifier tube and, at the 
other extreme, the contactors used in 


aircraft controls are similiar to the thy- 
ratron gas tube. 

At present, there are no classifications 
which are officially adopted throughoat 
industry, for relays. Classifications 
which are based on function and oper- 
ating requirements have been widely ac- 
cepted for several years for electron 
tubes. Since relays do not require fre- 
quent replacement as do electron tubes, 
the need for all manufacturers to pro 
duce interchangeable items did not exist 
for relays except where the demand for 
a certain type was large enough to Jus 
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tify competition. However, the industry 
does employ a common language which 
is well understood in the trade and the 
erms used here are representative. 

To present.a survey of what the relay 
industry has to offer, it will be useful to 
divide relays into certain classifications 
whose will indicate the most 
prominent features by which they are 
known. Under each classification, the 
major constructional and design fea 
wres are described and an analysis of 
their effect on the performance is made. 
The range of operating characteristics 
jor coil and contacts is specified for 
each general classification, 

In Fig. 1 is shown a picture of one 
of the early Pony relays used in teleg 
raphy. These were used primarily for 
retransmitting messages when the orig- 
inal signal could not be carried any 
further through the circuit without 
weakening to an unusable extent. Since 
that time relays have been developed 
by the thousands. However, many of 


names 


them still have the same basic weak- 
nesses that this Pony relay had. These 
weaknesses, to be referred to, are not 


acondemnation of these relays. Most of 
them were built to be. mounted on a 
table, a wall or a large panel in some 
control room. That they could work in 
only one position, that a slight vibra- 
tion would open the contact circuit, that 
they needed continual adjustment and 
that they were susceptible to undervolt- 
age drop-out—none these reasons 
seemed important to the original users 
and designers of these relays. The first 
relays that went on shipboard, on air- 
craft, and on moving or vibrating equip- 
ment used these relays that were so 


of 





inadequate. Today, our needs have 
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Fig 5. Schematic showing spring 
arrangement 


brought forth the refinement of the old 
and the development of the new. 

The relays presented here are those 
that, in the collective judgment of relay 
makers and users, have the best fea- 
tures for their respective category. This 
is attested to by the fact that almost 
every type described is made by at least 
four manufacturers. 

These relays will generally meet all 
of the latest government requirements 
for performance, under service condi- 
tions. 
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Design drawing of telephone-type relay 


(Courtesy Automatic Electrical Sales Corp.) 


Telephone Type 


With the development of manual and 
automatic telephone switching equip- 
ment on a world-wide basis, a line of 
“telephone-type” relays evolved which 
are standard on almost all these equip- 
ments. Although made by more than a 
half-dozen manufacturers, the relays of 
all the producers are interchangeable 
in mountaing and function. The design 
of these relays has been refined to the 
point where each detail of the relay is 
substantially alike for all manufacturers. 
This leaves little to choose from in un- 
usual design features and permits them 
to be evaluated principally on the ex- 
cellence of materials and workmanship. 
Careful examination of Figs. 2 and 
will show all of the principal design 
features of this type of relay. Of all the 
types of relay manufactured, this type 
offers the greatest flexibility in modifi- 
cations to meet almost any operating 
requirements. It deserves the title of 
“General-Purpose relay” more than any 


other because of the ease and economy 


with which multi-wound coils, time- 
delay characteristics of either slow- 
operating or slow-releasing action, and 
an almost unlimited variety of contact 
arrangements can be furnished by as- 
sembly from standard stock parts. 


In Fig. 3, these parts are identified 
with the commonly used designations 
and typical dimensions. The frame is an 


“LL” shaped strip, the “heelpiece” end 
of which is also the mounting surface. 
Fastened to the heelpiece is a long 
cylindrical core and coil. At the oppo- 
site end of the frame is clamped a hinge 
for the armature. The standard arma- 
ture bearing is usually a reamed brass 
yoke with a drawn phosphor-bronze pin. 


For continuous operation, an alloy 
bronze bearing with stainless steel pin 
or an equally tough combination of 


materials is used. For high-speed oper- 
ation, oil-impregnated porous-metal in- 
can be used. These extra-duty 
bearings are not necessary for average 
purposes, but find their field of use 
where the relay must retain its adjust- 
ments for sensitivity or time-delay in 
spite of severe duty. The use of oil on 
the bearings is not recommended unless 
the relays are completely protected from 
dust and grit. The abrasive particles 
adhere to the oily surfaces and increase 
the wear. The adjustable residual-gap 
screw is usually employed only where 
the point of release is critical, such as 
close-differential or time delay opera- 
tion. Ordinarily a disc of non-magnetic 
material is welded to either the inside 
of the armature or end of coil core. The 
thickness of this spacer is chosen to 
secure drop-out at the desired voltage 
and to prevent sticking due to residual 
magnetism. The armature pivots on the 
hinge and has either one of two arms 
which operate the contact-spring pile- 
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Fig. 4. Relay drawing illustrating function of springs 
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CONTACT TABLE 











RATING 

nae A.C.—Non-Inductive 

Code No. 1 Silver 1 Amp. 50 Watts 
Code No. 2 Silver 2 Amp. 125 Watts 
Code No. 3 Silver 4 Amp. 450 Watts 
Code No. 4 Palladium 3 Amp. 150 Wotts 
Code No, 5 Patiadium 4 Amp, 175 Watts 
Code No. 6 Piat.-iridium 3 Amp. 150 Watts 
Code No. 7 Piat.-iridium 4 Amp. 175 Watts 
le 8 Lom. Steel-Silver 4 Amp. 200 Wotts 
Code No. 10 Ekonium 4 Amp. 200 Watts 
Code No, 11 Tungsten 3 Amp. 450 Watts 
Code No. 12 Tungsten 4 Amp. 500 Watts 











Fig. 6. Typical contact rating table 





Fig. 10. Small telephone-type relay 


(Courtesy Automatic Electrical Sales 
Corp.) 
Fig. 13. Sensitive 





relay 


(Courtesy Sigma Instruments, Inc.) 


ups and amplify the motion of the arma- 
ture proper. 

The parts thus far described perform 
the mechanical actuation. The spring 
pile-up does the switching. A spring as- 
sembly may be mounted on either side 
or on the both sides of the heelpiece. 
The construction of the spring pile-up 
can be ebserved in Figs. 2 and 3 and 
the function of the springs is shown in 
Figs. 4 and 5. The pile-up consists of 
alternate stationary springs and arma- 
ture springs which are actuated by the 
armature arm. The stationary or make 
spring is shorter and wider than the 
armature spring. The make spring is 
thus stiffer and the difference in length 
creates a small amount of wiping action 
as the contacts are closed. The spring 
and terminal are of one piece construc- 
tion. The springs are separated by 
phenolic insulation about 1/16 inch thick. 
The complete spring pile-up is clamped 
under pressure and given a heat-treat- 
ment before the screws, made of a high- 
tensile-strength steel, are fastened with 
power-driven screwdrivers. This method 
of assembly is used to prevent loosening 
of the springs from “cold flow” of the 
insulation. Where the insulation is to 
be tested above 500 V.A.C. between 
springs and between springs and frame, 
either two insulators may be placed be- 
tween adjacent springs or an insulator 
which is longer and wider than a stand- 
ard insulator can be also added to form 
an external barrier. A phenolic tube is 
also used around each of the pile-up 
assembly screws. Since these insulators 
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Fig. 7. Short telephone relay 


Automatic Electrical Sales 


Corp.) 


(Courtesy 


are usually punched from paper of linen 
bakelite, the edges are susceptible to 
moisture absorption and will also sup- 
port the growth of fungus. As a pre- 
ventive, the insulators should be treated 
with a fungicidal varnish before as- 
sembly. The end of the armature arm is 
capped with a bakelite bushing. Small 
pins are welded or riveted to the con- 
tact springs to support the bakelite in- 
sulating spacers between the armature 
springs. 

The contact springs are usually made 
of an 18% nickel silver (actually 18% 
nickel, 65% copper, 17% zinc) rolled 
to a spring temper hardness. Since the 
electrical conductivity of nickel silver 
is only about 6% of copper, other spring 
materials such as phosphor-bronze or 
beryllium copper can be used to reduce 
the voltage drop through the springs. 

The contacts at the tip of the spring 
are usually hemispherical in shape to 
permit good contact in spite of slight 
misalignments. Due to the burning of 
the contacts by the are created by the 
opening of the contacts under load, it 
is necessary to use alloys of noble metals 
which can stand this heat and yet not 
oxidize rapidly. Typical alloy contacts 
in diameters from 1/16 to 3/16 inch 
are shown with their current ratings in 
Fig. 6. The ratings apply to the contacts 
in carrying position (closed) and also 
to the make or break of non-inductive 
(resistance) loads on alternating cur- 
Where inductive loads such as 
motors are present, the rating shown 
must be reduced by one-half or more. 


S pecifications— 
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Fig. 3. 
(Courtesy Automatic 
Corp.) 
V.D.C. to 300 V.D.C. Wattage demand 
from—l1l watt for small contact arrange. 
ments to approximately 10 watts. 

Contact Arrangement. All forms of 
switching shown in Fig. 4. Maximum of 
12 springs in each pile-up, a total of 24. 

Operate Time—Range 0.002 to 0,025 
sec. 

Release Time—Range, 0.005 to 0,025 
sec. 

Some relays are designed with twin 
contacts. Although the spring-functions 
as a single contact, it is designed with 
a bifurcated arm on which independent 
contacts are mounted. If dust or grit 
prevent one of the two arms from clos-, 
ing, the other spring arm can complete 
its travel and make firm contact. This 
form of contact spring can be had when- 
ever the additional reliability is desired. 


Typical a-c relay 


Electrical Sales 


Short Telephone Relay 

This relay is substantially identical 
to the standard length telephone relay 
in construction, except that it employs 
a shorter heelpiece and coil. In order 
to fit the contact-spring pile-up onto the 
shorter frame, the pile-up is turned 
around and fastened to the armature end 
of the frame. Because of the smaller coil, 
the sensitivity is reduced and the maxi- 
mum number of springs in the pile-up is 
reduced. Without the right-angle mount- 
ing bracket shown in Fig. 7 the over- 
all length is 2™% inches. All the other 
overall dimensions remain the same. 
Specifications— 

Coil—Wound for voltages up to 135 
V.D.C. Wattage demand, about 25 
watts. 
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Fig. 11. Midget relay 


(Courtesy Automatic 


Electrical Sales Corp.) 
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Fig. 17. High-voliage relay 
(Courtesy Price Bros.) 


Contact Arrangement—All forms of 
witching shown in Fig. 4. Maximum 
of 12 springs in one pile-up only. 


A-C Telephone Type Relays 


The solid core of the conventional 
telephone relay has very high eddy cur- 
rent lossses when placed in an a-c field. 
In addition, the usual magnetic iron that 
is used for the core has a severe hys- 
tresis loss. By making the core of 
laminated silicon-steel where the flux 


will be reduced sufficiently. In Fig. 9 
is shown such a design. The overall 
dimensions remain the same for both 
the standard length and short telephone 
types. The armature end of the lami- 
nated core is slotted across the center. 
Then a copper shading ring is fitted 
over one of the legs into the slot and 
staked in. The delayed magnetic flux 
set up by the induced currents in the 
shading ring, prevents the armature 
from chattering as the alternating cur- 
rent in the coil goes through zero twice 
each cycle. 


Specifications— 

Coil—Operating voltage up to 220 
A.C., 20 to 60 cyele. Power demand, 4 
to 6 V.A. for standard, 10 V.A. for 
short. 

Contact Arrangement—All forms of 
switching shown in Fig. 4. Standard— 
Maximum of 6 springs in each pile-up. 
a total of 12. Short—Maximum of 12 
springs in one pile-up only. 

Small Telephone Type Relay 

This small relay, because of its basic 
similarity to the standard telephone 
telay, can match it for many light-duty 
applications. Although not as sensitive, 
nor capable of operating as many con- 
tact springs, it provides all of the other 
leatures in regard to contact arrange- 
ments. Its construction and typical di- 
mensions are shown in Figs. 10 and 
11, Where light weight (approximate 
weight is 2 oz.) and compactness are 
at a premium as in aircraft, this relay 
has no equal. 

In Fig. 12 are shown two new devel- 
opments that increase the usefulness 
of this relay. The hinge pin, as has been 





density is greatest, the principal losses: 


pointed out in the discussion on standard 
telephone relays is subject to wear af- 
fecting the adjustments and may even 
stick completely. Beryllium-copper, 
noted for its fatigue resistance, is used 
as a spring hinge. A thin strip of beryl- 
lium copper is stamped out so that the 
center of the hinge has no material in it. 
Sufficient strength is secured from the 
ends alone and the power required to 
flex the spring is reduced. One end of 
the leaf spring is secured under the 
contact-spring pile-up and the other is 
riveted to the armature.. Only a very 
small gap is left between the frame and 
armature. Relays have pased over 50 
million operations with this type of 
hinge. 

For U.H.F. a new type of contact 
spring is available. The usual contact 
springs are mounted with a large por- 
tion of their flat sides facing one an- 
other. When mounted in this fashion, 
the maximum capacitance exists be- 
tween them. For ultra high frequencies, 
the losses due to this capacitance, to the 
proximity of the contact-springs to the 
steel screws, and to ordinary phenolic 
insulation become serious. To avoid 
these losses the contact springs lead in 
from opposite sides of the pile-up and 
are riveted to the sides of low-loss mica- 
filled bakelite insulators. The bushings 
which actuate the springs are of stea- 
tite. 


Specifications— 

Coil—Operating voltage up to 115 
V.D.C. Wattage demand—1.5 to 2 watts. 

Contact Arrangement—All forms of 
switching shown in Fig. 4. Maximum 
of 6 springs in each pile-up, a total of 
12. Rating—Make or break 50 watts 
(max. 1 amp.) non-inductive load. 
Make or break 25 watts (max. % amp.) 
inductive load. Carry 100 watts (max. 
2 amp.) any load. 


Sensitive Relay 

All relays are potentially sensitive 
relays. To qualify though, every one of 
the variables which enter into the manu- 
facture of a relay must be controlled in 
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Fig. 12. Relay using new hinge pin 
construction 


(Courtesy RBM Co.) 





Fig. 15. Midget Relay 

(Courtesy Price Bros.) 
order to secure maximum sensitivity 
and reproducible characteristics. The 
magnetic properties of the iron which 
are the principal factor in determining 
the sensitivity are dependent on the 
type of material used and the subsequent 














Fig. 16. Design details of midget relay 
(Courtesy Price Bros.) 


47 






































iad 








10 @ 




















<) 


—4 


























GW id 


T 





8 


22 7 en HOLES 














OD fi | 


I) || 





®O OD 





© 

















Fig. 18. Design details of high-voltage relay 
(Courtesy Price Bros.) 


heat treatment. The material usually 
employed for ordinary relay work is 
popularly referred to as Magnetic Arm- 
co Iron. This is essentially a pure iron, 
99.8% minimum. However at lower 
magnetizing forces, this iron will age 
(change magnetic properties) and 
thereby disturb the initial adjustments. 
Temperatures above 125°F also accel- 
erate this aging. A material which has 
about the same magnetization properties 
and is free from aging is a high-silicon 
relay steel. This material of about 4% 
silicon is substantially the same alloy 
that is used for transformer laminations 
but is processed to permit easier bending 
and machining. The strains set-up in 
punching and bending reduce the per- 
meability of the material. To secure 
best magnetic performance, the material 
is annealed after fabrication at 1500 to 
1550°F. 


- 
x ces a a? = a) 
TAPPED FOR 8-%2 
Since it is impractical to control 


manufacturing tolerances any closer, 
numerous adjusting screws in self-lock- 
ing brackets control the positioning of 
the residual gap between core and ar- 
mature, the gap between contacts, and 
spring tension. Typical construction is 
illustrated in Fig. 13. To gain maximum 
sensitivity, the contact spring load on 
the armature must be very light. There- 
fore the contact arrangement is never 
more than S.P.D.T. (single pole, 
double throw). 


S pecifications— 

Coil—Operating voltage up to 25 
V.D.C. Wattage demand—6 to 50 milli- 
watts. Differential (between closing and 
drop-out current values)—5% min. 

Contact Arrangement SF .D.1. 
Rating—150 watts at 110 V.A.C. non- 
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Fig. 20. Design of low power relay 
(Courtesy Allied Control Co.) 
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inductive. 1 amp at 48 V.D.C. non. 
inductive. 

These relays cannot be satisfactorily 
made for coil operation on A.C. To do 
so loses most of the desirable Properties 
A small copper oxide or selenium recti- 
fier will permit their use on A.C. How. 
ever, even if a capacitor is used across 
the relay coil to smooth the ripple from 
the rectifier and thus stop any tendency 
to chatter, the accuracy of the relay 
will be impaired though the sensitivity 
remains high. All rectifiers are notorioys 
for their aging (change of internal re. 
sistance with use) and large negative 
temperature coefficient. 


Midget Relay 


These are the smallest commercial 
relays available. They have no unusual 
characteristics except their size. The 
relay shown in Figs. 15 and 16 weighs 
approximately one ounce and is available 
only in single pole. They are especially 
useful for operating small indicators, 
The relay is mounted by a single screw, 
and is prevented from turning by the 
positioning pin, 


S pecifications— 
Coil—Operating voltage up to 24 
V.D.C. Wattage demand—.45 watts. 
Contact Arrangement—S.P.D.T. or 
less. Rating—% amp. at 110 V.AC. 
non-inductive (palladium). 1 amp, at 
48 V.D.C. non-inductive. 


High-Voltage Relay 

For keying low power radio trans- 
mitters, power supplies on receivers and 
amplifiers, this relay offers the greatest 
adaptability. Estimated in terms of cur- 
rent capacity, it is not the most com- 
pact and when more than two poles 
are required, it appears top heavy due 
to the overhang of the contact springs. 
But measured by the voltage which the 
contacts will handle, the design is well 
proportioned. The insulation between 
contacts and between contacts and frame 
is sufficient to withstand 1000 V.A.C. 
continuously.- Still higher voltages can 
be handled by spacing the contact arms 
further out from the sides of the frame. 
For use on commercial frequencies the 
insulation can be of bakelite. For radio 
frequencies the insulation will be low- 
loss steatite. For high voltages of any 
frequency, it is preferable to use stea 
tite. Surface creepage across _bakelite 
results in carbon tracking which be 
comes progressively worse until total 
failure occurs. 

In Figs. 17 and 18 is shown the typr 
cal form of construction. The contacts 
shown in the center are auxiliary col 
tacts for the operation of accessories. 
The main contacts are 4% inch diameter 
fine silver. The faces of the contacts aft 

[Continued on page 74] 


MARCH, 1945 * [RADIO 








At 
of hot 
the 1 
ture 
these 
quirit 
rate 
a sm 
troub 
serve 
ing 1 
eter, 
trans 
that 
ment 
rang 
sevel 

TI 
the 
mow 
care 
higt 
dam 





orily 
0 do 
ties, 
recti- 
How- 


Cross 
from 
dency 
Telay 
tivity 
TiOus 
al re- 
rative 


ercial 
usual 

The 
eighs 
lable 
‘ially 
tors, 
Tew, 
r the 


24 


, OF 
A.C. 
Le 


‘ans- 

and 
atest 
cur- 
om- 
oles 

due 
ngs. 

the 
well 
yeen 
ame 


A.C. 


rms 
me. 

the 
idio 


ally 
tea 
lite 
be- 
otal 


pi- 
cts 
on 
ies. 
ter 
are 
74) 








Measuring Resistance of 
HOT FILAMENTS 


A. K. McLAREN 


A simple bridge for measurements where resistance changes with temperature 


A method of measuring the resistance 
of hot filaments or other elements where 
the resistance changes with tempera- 
ture may be valuable in cases where 
these elements are used in circuits re- 
quiring close voltage tolerances. Accu- 
rate measurements may be made with 
a small amount of equipment and little 
trouble if some precautions are ob- 
served in making adjustments and tak- 
ing readings. A 10,000 ohm potentiom- 
eter, an a-c volt-ohm meter, a small 
transformer and some resistors are all 
that is necessary to make the measure- 
ments. A bridge circuit is used and the 
range is from one or two ohms up to 
several thousand. 

The bridge is set up as in Fig. 1, and 
the 10,000-ohm potentiometer may be 
mounted on any insulated panel. Some 
care must be used when employing the 
higher voltages, to prevent shock or 
damage due to short circuits. The power 


supply may be a transformer or, for the 
higher wattage lamps, the power may 
be taken directly from the 110-volt 
mains. A small transformer for the 
smaller lamps and for use when re- 
balancing the bridge is also required. 
The wattage rating of R2 must be 
such that it will not be overloaded for 
the various lamps and the watts con- 
sumed by this resistor will be about one- 
tenth that of the lamp being measured. 

It will be seen that the lamp is con- 
nected in one side of the bridge and 
is lighted by the current passing through 
the bridge. The power is turned on and 
the bridge is balanced by adjusting R1 
until the voltmeter reading is a mini- 
mum. It is best to use the higher volt- 
meter ranges until the minimum point 
is found and then switch to the lower 
ranges for most accurate adjustments. 
After R1 is adjusted to the minimum 
point it is left as it is and the power 
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Fig. 1. This resistance bridge is simple in design and covers a wide range 
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disconnected if using the higher volt- 
ages. A variable resistor is substituted 
for the lamp and the bridge connected to 
the small transformer (about 10 volts). 
The resistor Rx is then adjusted until 
the bridge is again balanced. Resistor 
Rx is left at this setting, disconnected 
from the bridge and its resistance is 
then measured on the ohmmeter. The 
resistance indicated by this reading will 
be equal to the resistance of. the lamp. 


Range 


The range of the bridge with any 
standard used will be about 100 to 1; 
that is, with a standard of 10 ohms for 
R2, the range will be from 1 ohm to 
100 ohms. With a resistance at R2 of 
10 ohms, lamps with resistances of 1 
ohms to 100 ohms may be measured. 
With lamps of lower current a resist- 
ance of 100 ohms at R2 will give a 
range up to 1,000 ohms and down to 
10 ohms. However, the lower the re- © 
sistance of R2, the more accurate the 
resistance measurements will be, due 
to less voltage drop in R2, and there- 
fore less heating. 

If the resistance of lamps at full volt- 
age is required, the voltage should be 
measured across the lamp while in the 
bridge. The voltage across the bride will 
have to be raised to overcome the volt- 
age drop in R2. In measuring low volt- 
age lamps the small transformer may be 
used as power supply in both balancing 
operations. Measurements may be made 
for any brilliancy of the lamp by vary- 
ing the voltage input to the bridge. Sev- 


_eral readings at different voltages may 


be taken and a curve drawn on cross- 
section paper for later reference. 
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This chart gives constant percentage error within 1% for the resultant parallel resistance 
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NO. 34—AUDIO TRANSFORMERS IN MUL- 
POLYPHASE CIRCUITS 





AUDIO TRANSFORMERS IN 
MULTIPLE OR SERIES 

In Fig. 1, assume the two audio trans- 
formers operate from a source impe- 
dance of 1000 ohms. Let transformer A 
fed a 100-ohm load and transformer B 
feed a 10-ohm load. If maximum power 
is to be delivered to the transformer 
loads, the 1000-ohm source impedance 
must be terminated by 1000 ohms. That 
is, the parallel impedance presented by 
the primaries of transformers A and B 


must be 1000 ohms. 


Thus 

1000w = RiR2/Ri+ Re...... (1) 
Now, the impedance ratio of transformer 
A is R,/100, and of transformer B 








R,/10. 
— Fe oat i -° 
Ss a 
ait i 
= tow 
1000. 
Figure 1 


{transformer A is to deliver 1 watt to 
its load of 100 ohms and transformer B 
is to deliver 2 watts to its load of 10 
ohms, then 

1. 2Rs 

siice power is absorbed in inverse ratio 
to the impedance presented to the source 














4000 w 
—_— 100 —> 10 1 
Ry Ro Rs 
4 WATT 2 WATTS 4 WATTS 
A B Cc 
Figure 2 
RR. 30001500 45x 10° 14000 
= = = Rea ee = 17500 
R:R: 30004-1500 45. 10? 8 
10° Re = 2Rs = 3500w 
—- = 10° = 1000e Ri = 4Rs = 7000w 
10° 


This of course assumes unity coupling in 
both transformer and zero losses; i.e., 
a perfect transformer. This is a valid 
assumption for a good transformer 
which will dissipate only a few per cent 
of the power internally. Thus, the im- 
pedance transformation of A is 3000/100 
and of B is 1500/10. 
Assume a similar situation with three 
transformers A, B and C. Let 
A deliver 1 watt 
B deliver 2 watts 
C deliver 4 watts 
as shown in Fig. 3. 
r= 2Rs = 4: Re = 2Ra 
Whence we have 
RiR2Rs 
1000) = 





RoR; + RiR; a RR» 





and the impedance ratios of the three 
transformers are 


A = 7000/100 
B = 3500/10 
C= VSI 


The above procedure can be used for any 
desired number of audio transformers in 
multiple. However, we can deduct from 


the above a formula to cover. the..gen-... 


eral case so that transformer ratios may 
be obtained by one substitution. In Fig. 
3 is illustrated the general case with K 
transformers connected in multiple to a 
source of power-generating capacity P, 
and impedance R,. The impedance of 
each transformer is indicated by N with 
the proper subscript. It is obvious from 














4RsX2R3X Rs SR; ° . . . r 
by the two primaries. Whence 1000— ____—s the preceding discussion that ratio N, 
1000 = 2R: X R2/2R2 + R: = 2R:(Rs) +4R3(Rs)+8R,(R,) 14 will vary with the ratio of secondary 
2R2(Re) /3Re — 2R2/3 
and ; r —_— 
3 = ol i : 
Re = — 1000 = 1500 ” P, Pp Ps P, 
oe we —> — — —> 
Likewise, since R, = 2R, Ry r, Re ‘ Rs : Ry » 
we have 4 2 3 k 
Ri = 2(1500) = 3000w N, No Ns Ny 
We can check the validity of this by eeemtath 
substituting these values in the right 
hand side of equation (1) Figure 3 
aie 
e 
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Re 500 w 
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Figure 4 
Vk 


impedance to source impedance ——. 
R, 

It is also obvious that the impedance 

ratio varies with the ratio of absorbed 
P, 


to available 





power power 
P, 
It would therefore seem logical to ex- 
pect that the product of these two ratios 
might yield the desired value of V,, i.e., 
Vk Py 
i x 
Vo P» 
Checking this for the case of trans- 
former A in the first example above 
we have 





-100 1 
Ni = —- X —- => — 
1000 3 3000 
Checking this for transformer C in the 
second example yields: 


100 











V3 Ps 1 4 4 1 
=? =— XK — = 
Vo P. 1000 7 7000 1750 


The formula therefore appears to check, 
sO we may write 




















v1 sOi~P, 
N, —_ 

Ro P. 

V2 Pe: 
No = 4 

Ro . 

Vk P, 
N= x , 

a. P, 


which is the general expression (2) 
Obviously, if there are a number of 
different loads to be supplied with vari- 
ous amounts of power from a single 
source, the transformers may be con- 
nected in series instead of multiple. This 
is illustrated in Fig. 5, in which it is 
required to furnish 8 watts of power to 
a 15-ohm load and 4 watts to a 500-ohm 
load. If two resistors are connected in 
series across a source of power, the 
power absorbed by each will be directly 
proportional to its resistance. Thus, if 
one series resistance is ten times as 
great as another it will absorb ten times 
as much power. From this it follows 
that the primary of A must present 
twice as much impedance to the source 
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as the primary of B. The impeaaime pie- 
sented by the primary refers to the im- 
pedance looking into the primary with 
the secondary terminated. 





























Thus: 
R: = 2R: 
Ri+ Re = Ro + 2R2 = 3Re = 500w 
Ri = 167 
R: = 2R2. = 334w 
Whence: 
N.1 = 15/334 
Ne = 500/167 
Ny 
Rye = ry 
Ne 
Po 
Ro Ns 
Rx,—~> : r3 
= 
Nx 
Ry. rx 
Figure 5 


Fig. 6 represents the general phase of 
K transformers in series. It would seem 
reasonable to expect that a general for- 
mula similar to (2) could be devised for 
this case. However, the impedance pre- 
sented to the power source in one case 
is directly proportional to the power 
absorbed and in the other case is in- 
versely proportional to the power ab- 
sorbed. It would therefore seem logical 
to expect that 


Vo Px 
If this is checked in the case of the 
transformers discussed in the example 
immediately preceding we find: 





15 12 180 15 
Ni = —_—- xX -- =rco—s = 
500 8 5000 334 
500 12 6000 500 
Nz = —- = 
500 : 2000 =167 
Whence we may conclude that 
Vk P. 
Ni — ee x-— 
Vo Fé 


is the usual expression for audio trans- 
formers connected in series to a com- 
mon source. 
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POLYPHASE CIRCUITS 


In Radio Design Worksheet No. 24 
there appeared a brief discussion of the 
Scott connection of a transformer. This 
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connection is intended to transform two. 
phase quadrature voltages to three-phase 
voltages with 120 degrees mutual pha 
difference. The Scott connection js 
shown in Fig. 6. The Scott transforme 
is a special case of a more general theo. 
rem. The Scott connection starts with 
equal quadrature voltages and delivers 
three equal voltages with equal pha 
displacement. 

Now, in the general case, the two. 





Figure 7 


phase voltages can be in any case rel 
tion except zero and bear any relation 
in magnitude and a proper connection 
can be devised to deliver equal three- 
phase voltages. This requires a proper 
choice of secondary tap and the number 
of turns in the secondary winding cot- 
nected to the tap. 
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Fig. 7 illustrates the state of affaif 


when the tap is moved from the centr 
position. Fig. 8 illustrates what happét 
when the center tap is unchanged b 


all voltages are equal. Obviously, plas 
and amplitude may be adjusted to aij 


desired arrangement. 
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—" TUN LOCATOR i 
Recent engineering advances have result- : 
jin the development by the Signal Corps i 
l, | gf improvements in sound ranging equip- ‘ 
V 


gent which are proving important to 
\merican artillerymen in locating enemy 
wn positions. 

“Accurate sound ranging determines the 
ication of an enemy gun by picking up 


Act NR At AE ELE ELA 


fs he sound wave produced by the muzzle | 
ast of the gun. Neutralizing counter / 
iattery fire is then employed. This fire | 
ukes into. account the point of explosion | 
of our own projectiles and the adjustment | 
M two. fof our guns to coincide this explosion with 
2-Dhase Ff the position of enemy guns. 
| phase Sound ranging methods now in use re- 
ieall quire a number if special microphones 
Is et up at intervals behind the front lines. 
former fach microphone is connected with the 


U theo entral sound ranging system by wire 
S with B ines. 

lelivers} The microphones pick up the signal 
phase } (enemy gun fire or our shell bursts) and 
his is transmitted to the central station 
where they are photographically recorded 








7 by an oscillograph. From the differences 

ofthe times of arrival of the signal at the 

yatious microphones the position of the Winter Gun Practice—A member of the Navy armed gun crew aboard a merchant 

enemy gun is determined by means of geo- ship, equipped with Western Electric sound-powered telephone equipment, stands at 

metric calculations. his position ready to repel submarine attacks. The gunnerv officer watches him set 

The new Signal Corps sound ranging the gun’s sights. Official U. S. Navy Photograph. 

st is less than half the size and weight 

of the equipment used by the Army at the 

outset of the war, and the photographic 

recording feature is being replaced by a dry turers to convert more labor and equipment Army and Navy officers thanked the 

recorder which eliminates the requirement to the military types and further reduce the industry group for the excellent production 
o ae lor photographic chemicals. MP number of tubes for civilian use. It is job in 1944 and expressed their appreciation 

The microphone array in sound ranging anticipated that in July or August, after for the close cooperation of the tube man- 

‘elation is often spread over a distance of from the industry has completed its expansion — ufacturers. : 
nection§ 10,000 to 15,000 yards. Approximately ten program and after all military needs are A WPB representative reviewed with 
three- miles of wire are required to connect the scheduled for production, more civilian the committee the critical types of receiv- 
proper mictophones to the recording station. tubes may be available than there are at ing tubes and the members agreed that an 
number i present. all-out effort will be made to schedule and 
1g COM TUBE PRODUCTION produce these items as they are required 


by the Army and Navy. It was also an- 
nounced that unfilled orders for forty types 
of receiving tubes will be frozen at the 
factories as of February 1. Shipments to 
customers are to be authorized and directed 
by WPB. When these types become less 
critical at a later date restrictions will be 
relaxed, it was said. 

The Army, Navy and WPB representa- 
tives reviewed a list of 60 types of 
receiving tubes for which there is a small 
demand and which the industry could not 
fit into its production schedules due to the 
need for tubes for which there is a larger 
military demand. Forty-one of these types 
of tubes were declared obsolete for the 
duration,-a WPB official said. 


The necessity of increasing future pro- 
duction of radio receiving tubes by more 
; than 3,000,000 tubes a month to meet mil- 
yr py requirements was presented to mem- 
kts of the Receiving Tube Scheduling 
% Industry Advisory Committee at a recent 
j meeting with representatives of the Army, 
h Navy and War Production Board, officials 
of the Radio and Radar Division of WPB 
e aid today. Committee members expressed 
‘ their belief that, upon completion of certain 
We facility expansions, their schedules could be 
‘epped up to take care of the increased 
military requirements when authorized. 
Military demands were reported as still 
_, | Mreasing as a result of emergency pro- 
allait grams, battle losses and additional requfre- 
centr ments from electronic equipment manu- 
appenig '’cturers, thus reducing the availability 
red by ol replacement tubes for home receivers. 
pha santirements for military-type receiving 
to al wes during the first quarter of 1945 are 


RAYTHEON AND BELMONT TO 
MERGE 


That tentative negotiations are under 
way to combine the forces of the Raytheon 
approximately 2,500,000 tubes more than Manufacturing Co. and the Belmont Radio 
the actual production for military use dur- Corporation was announced today by Law- 
ig the last quarter of 1944. This has Gus Wallin rence Marshall, president of Raytheon, and 
made it necessary for the tube manufac- Galvin Mfg. Company Parnell Billings, president of Belmont. The 
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two firms currently have total annual 
volume in excess of $200,000,000. 

Belmont, one of the country’s largest 
producers of private brand radio receivers 
sold through mail order houses, chain 
stores and other retail outlets, has its 
plant in Chicago. Raytheon, a_ leading 
manufacturer of electronic tubes, operates 
plants in Newton, and Waltham, Mass. 

The contemplated move to unite the 
firms would combine their large research 
departments for the development of both 
radios and tubes. In addition, it would add 
the Belmont sales organization to Ray- 
theon’s distribution facilities. 

At the present time both companies are 
engaged almost entirely in military pro- 
duction, much of which is under security 
restrictions. 

The combination would pave the way 
for postwar expansion of the joint pro- 
duction facilities in home radio receivers 
and in tubes, as well as in micro-wave 
communication, frequency modulation, in- 
dustrial electronics and television. 


BROADCAST SERVICE 


The beginnings of the periods when 
the audio frequencies are off are so syn- 
curonized with the basic time service of the 
U. S. Naval Observatory that they mark 
accurately the hour and_ the 
5-minute periods. 

Of the radio frequencies on the air at 
a given time, the lowest provides service to 
short distances, and the highest to great 
distances. Reliable reception is in general 
possible at all times throughout the United 
States and the North Atlantic Ocean, and 
fair reception throughout the world. 

Information on how to receive and utilize 
the service is given in the Bureau’s Letter 
Circular, “Methods of using standard fre- 
quencies broadcast by radio”, obtainable on 
request. The Bureau welcomes reports of 
difficulties, methods of use, or special appli- 
cations of the service. Correspondence 
should be addressed National Bureau of 
Standards, Washington, D. C. 


successive 


BATTERY PRODUCTION 


Production of “B” hearing aid batteries, 
although maintained at a much _ higher 
level than before the war, cannot at all 
times keep pace with the demand of the 
growing number of persons using hearing 
aid instruments, since manufacture of “B” 
hearing aid batteries cannot be allowed to 
interfere with the delivery of dry cell bat- 
teries urgently needed on the battlefronts, 
the War Production Board said today. 

To stretch the available supply as far 
as possible and to assure that each “B” 
hearing aid battery sold is used to the full 
extent of its normal life, WPB urged each 
hearing aid user to buy only one “B” 
hearing aid battery at a time, as needed. 
3atteries kept in reserve deteriorate rapid- 
ly, and their life, when put to use, is 
shortened correspondingly. 

An average of 13,000,000 cells for “B” 
hearing aid batteries were made and chan- 
neled through dealers to civilian hearing 
aid users per quarter in 1944. This repre- 
sents between seven and eight times the 
estimated rate of production of cells for 
assembly in “B” hearing aid batteries in 


1940. 
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In. the first quarter of 1945, WPB, in 
accordance with current policy concerning 
all civilian production, will not permit pro- 
duction of cells for “B” hearing aid bat- 
teries to exceed the total of 15,000,000 cells 
achieved in the fourth quarter of 1944, and 
production may be substantially less than 
in the fourth quarter. 

WPB will continue to take every pos- 
sible step to help battery manufacturers 
keep pace with the demands of hearing 
aid users, many of whom are making highly 
important contributions to the war effort, 
the agency said. However, WPB said it 
could not at any time permit production 
of “B” hearing aid batteries to be increased 
to the extent that delivery of dry cell 
batteries to the battle fronts would be 
jeopardized. 

Hearing aid bateries contain the same 
type of cell as is used by the armed forces 
in the operation of communications equip- 
ment, bombing and fighter planes, tanks, 
jeeps, landing craft and other instruments 
of war requiring radios, telephones, range 
finders, direction finders and other elec- 
tronic devices. 

Present and future military requirements 
for dry cell batteries are higher and more 
urgent than at any other time since the 
beginning of the war. During the present 
critical stage of military operations, more 
men, requiring more equipment and dry 
cell batteries, are being sent into battle. 
Until military production goals are met, 
there can be no large-scale increases in the 
output of “B” batteries for hearing aid 
instruments for civilians. 





New two-bay General Electric circular 
antenna recently installed by Columbia 
Broadcasting System engineers atop the 
700-ft. building at 500 Sth Ave., New 
York Citv, for use by their station WABC- 
FM. Provision has been made for adding 
two more bays to this 14-ton structure, 
which rises to 100 ft. above the roof. 
When put into use CBS will have the 
first FM station to cover its assigned area 
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APPOINTMENTS 


John F. Rider 

John F. Rider, who entered active sery. 
ice in the U. S. Army on May 1, joy 
with the rank of Captain in the Signal 
Corps, was recently promoted to Lieutenan, 
Colonel. 

From June 1, 1942 to November 17, 1943 
Colonel Rider was stationed at the South. 
ern Signal Corps School, Camp Murphy 
Fla. Here he organized and became thy 
director of the Training Literature Diy. 
ision. On November 6, 1942, he receive 
his Majority. 





John F. Rider 


Transferred to Fort Monmouth he organ- 
ized the Radar Literature Section at the 
Signal Corps Publication Agency of that 
Fort. Here Colonel Rider was subse 
quently advanced to Executive Officer of 
the Agency and is at present Director in 
charge of all operations of the Agency. 
Various literature is prepared at Fort 
Monmouth covering all Signal Corps 
equipment procurements as well as special 
non-equipment Signal Corps Technical and 
Field Manuals. 


E. L. Bragdon ‘ 

E. L. Bragdon, formerly Trade News 
Editor of the National Broadcasting Con- 
pany, has joined the staff of the Depart: 
ment of information of Radio Corporation 
of America. 

Before becoming associated with NBC 
in 1942, Mr. Bragdon was Radio Editor 
of the New York SUN, a position he had 
held since 1923. 

A native of Westbrook, Maine, he wa 
graduated as an electrical engineer from 
Worcester (Mass.) Polytechnic Institute. 
He is the author of the “Radio Amateurs 
Handbook.” ‘ 
E. F. Herzog ; 

E. F. Herzog has been appointed design- 
ing engineer of the Transmitter Division 0 
the General Electric Company’s Electromits 
Department, according to an announcement 
by J. J. Farrell, chief engineer of the div- 
ision. 

In this capacity Mr. Herzog will & 
responsible for the design of all products 
of the Transmitter Division. 
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varters at Schenectady. Since July 1944, 
ie has been assistant to the chief engineer. 
fi DeNike ; 

Ed DeNike who has been Director of 
Public Relations of National Union Radio 
Corporation is now Sales Manager of the 
Distributor Division of that company ac- 


Ed DeNike 


cording to an announcement this week by 
H. A. Hutchins, General Sales Manager. 

Mr. DeNike resides in Chatham, N. J. 
and. will make his headquarters at the 
National Union executive offices in New- 


ark, N. J 





Jack Hall 
Universal Microphone Co. 


A. I, Monack 

_ A.J. Monack was elected Vice President 
in Charge of Engineering of the Mycalex 
Corporation of America at a meeting of 
the Board of Directors held on December 
loth. Mr Monack, who is a graduate of 





rm) 


West Virginia University and received a 
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Master’s Degree from the University ot 
Illinois, has been Chief Engineer of the 
Mycalex Corporation of America since 
February of 1942. He has also served 
with the Radio Corporation of America 
and the Western Electric Company. He 
was a member of the Staff of the Ceramic 
Engineering Department of the University 
of Illinois. Mr. Monack is the author of 
numerous articles an Ceramics, Glass, 
Insulations, and Vacuum Tube Materials. 


IRE TECHNICAL PAPERS 

The following summaries of technical 
papers presented at the annual meeting of 
the Institute of Radio Engineers in New 
York City, Jan. 24-27, 1945, were pre- 
pared by the IRE. 


Instrument Approach and Landing 
Systems, by Lit. Col. F. L. Moseley. 
This paper reviews the history of Instru- 
ment Approach and Landing Systems de- 
velopment from its origin 15 years ago to 
the present. Fundamental requirements 
of the low visibility approach and landing 
problem are discussed and the steps lead- 
ing up to the adoption of the present 
United States standard systems are traced. 

Equipment now in use both for civil and 
military purposes is described in some de- 
tail. Factors affecting choice of funda- 
mental system parameters are discussed in 
order to show how the present limits of 
beam sharpness, indicator sensitivity, rates 
of descent, spacing of markers, etc., were 
established. 

The pilot’s problem in low approach fly- 
ing is considered and some of the ideal as 
well as practical aspects of suitable in- 
strumentation are briefly treated. 


The Design of Broad-Band Aircraft 
Antenna Systems, by Captain A. S. 
Meier, F. D. Bennett, and P. D. Coleman. 

Anetenna Impedance Measuring Equip- 
ment: A coiled-line method of measuring 
aircraft antenna impedance from 10-80 
megacycles is described. The extension of 
this method to higher frequencies is indi- 
cated. 

Impedance Matching Sections: Design 
of two and three element impedance match- 
ing sections is discussed. The method is 
applied to unbalanced antennas and balanced 
antennas fed from unbalanced lines. 

Broad-Band Fan Antennas: The de- 
sign of broad-band fan antennas on aircraft 
is reviewed. The requirements to be met 
by a suitable broad-band antenna are out- 
lined and the means used in meeeting these 
requirements discussed. The design of a 
matching section for a particular antenna 
and the increase in band-width obtained is 
indicated. 


Some New Antenna Types and Their 
Applications, by 4. G. Kandoian. Three 
newly developed types of antennas will be 
described. The radiation patterns of each 
is substantially omnidirectional in the hori- 
zontal plane. The first has horizontal po- 
larization, the second vertical polarization, 
and the third is elliptically or circularly po- 
larized. 

Variations of the above types, bandwidth 
considerations, tuning range, advantages, 


and limitations of each type will be dis- 
cussed as well as the use of these antennas 
singly or in directive arrays for high- 
power gain. Applications to very-high- 
frequency and ultra-high-frequency broad- 
cast, television, and link communication 
will be considered. 

Experimental models and measured char- 
acteristics, design and construction for 
various particular applications, problem of 
transmission-line efficiency, elimination of 
balanced feeder, coaxial feeding system and 
a typical installation will be presented. 


Applications of High-Frequency 
Solid-Dielectric Flexible Lines to 
Radio Equipments, by FH. Busignies. 
The importance of the flexible lines in 
radio design, advantages and inconven- 
iences of solid dielectric transmission lines 
versus air lines in radio design will be 
discussed. When the flexible transmission 
line is of paramount importance, the type 
of equipments and installations requiring 
flexible lines will be considered. Examples 
of applications are ship installations, air- 
craft installations, ground demountable 
equipments, and automotive installations. 
Particular problems involved in the direc- 
tion finder field, in the instrument landing 
field, and their solution with solid dielectric 
flexible transmission lines will be treated. 


Radio-Relay Communications Sys- 
tems in the United States Army, 
by Lieut.-Colonel William S. Marks, Jr., 
Captain O. D. Perkins, and W. R. Clark. 
This paper describes the use of frequency- 
modulated very high-frequency radio sets 
in place of wire lines in Army tactical 
communication circuits. During the early 
phases of the war and pending develop- 
ment and production of equipment designed 
to meet requirements, standard police- 
type frequency-modulation sets were 
adapted for use. These were used with 
great success during the Tunisian, Sicilian, 
and Italian campaigns They principally 
provided simplex teletype circuits from 
higher headquarters to lower units. By 
the use of radio repeater or relay stations 
these circuits were extended several hun- 
dred miles. Representative circuits are 
shown illustrative of employment, distances 
covered and antenna elevations. A broad- 
band frequency-modulated very high-fre- 
quency set designated AN/TRC-1 was de- 
veloped for use in conjunction with voice 
frequency-carrier equipment CF-1 and 
CF-2 to provide multichannel voice and 
teletype circuits over a single radio fre- 
quency. 

This has met with great success 
and was a most important communication 
factor in the Normandy Invasion and Bat- 
tle of France. It marks the first real mar- 
riage of wire and radio communications 
in the Army and provides an integrated 
communication system. The advantages 
of a radio system over conventional wire 
lines under certain conditions are pointed 
out, such as a saving in men and material, 
establishment and maintenance of com- 
munications in a fast-moving situation, use 
over water, enemy territory, rugged and 
mountainous terrain. Expanding and wider 
application of the principle is indicated. 
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UNIVERSAL CATALOG 


Universal Microphone Co., Inglewood, 
(al., has just issued its catalog bulletin 
go. 1458 on its new D-20 series of dynamic 
microphones which will be manufactured 
with a frequency range of 50 to 8,000 cycles 
and in 50, 200, 500 and 40,000 ohms. 

This is the first new microphone from 
the coast factory since Pearl Harbor. 
Priority (govt.) regulations will rule the 
sequence of acceptance of orders and, at 
such time as the regulation is rescinded, 
orders will be filled in rotation of accept- 
ance. 

The new D-20 is said to be rugged, 
suitable for extremes of climate, yet of 
such postwar design that it will fit into 
new modernized studio settings or those 
of classic design. 

The new micro-adjust swivel is a new 
departure for microphone use with a P. A. 
system. It may be positioned anywhere 
throughout a 60 degree angle without 
disturbing the balance or appearance of the 
unit. 

The D-20 was designed for recording, 
public address, transmitters or wherever a 
full-ranged dynamic is needed. Twenty- 
five feet of cord, a detachable connector 
and dust proof cover are included. 





TRANSMITTING TUBE SOCKET 


A special transmitting tube socket of low 


loss steatite construction has been an- 
nounced by the E. F. Johnson Company of 
Waseca, Minnesota. 

It was developed to accommodate the 
new jumbo 4-prong bases of 8008, BR6, 
CL146, SC22, GL152, GL159 and GL 169 
tubes. Measuring 254” x 25%” by only 34” 
thick the socket is smaller than previous 
designs. 

One piece base construction is used with 
molded in bosses on top of socket, the 
bosses being ground to present a flat 
mounting surface underneath a_ chassis. 
Cadmium plated brass contacts with steel 
spring reinforcements are riveted to the 


ceramic base in such a way that they can 
hot turn. 





New Products 





METAL PARTS 


More 8300 sizes and 


different 
shapes of small metal parts are regularly 
produced for electronic tubes and other 


than 


precision-built electrical 
Sylvania Electric Products Inc. Mass- 
produced on ultra-high-speed automatic 
machinery to rigid specifications, parts are 
supplied in steel, copper, phosphor bronze, 
nickel, tungsten, beryllium copper and 
other alloys with carbonized, oxidized or 
plain finish. Expert product and tool de- 
sign facilities permit rendering many 
hard-to-make parts in one-piece at un- 
usually low-cost in quantities of 500,000 
or more. 


equipments by 


Inquiries regarding small metal parts 
up to 1/16” thickness are invited and 
may be addressed to Sylvania Electric 
Products, Inc., Small Parts Division, Em- 
porium, Pa. 


NEW AMPHENOL CATALOG 

The release of a new Section “D” for 
tle Amphenol complete catalog describing 
26 different types of RG Cables and also 
many companion High Frequency Con- 
vectors for U.H.F. and electronic appli- 
cations, has been announced by Ben Boldt, 
Advertising and Sales Promotion Man- 
ager of the American Phenolic Corpora- 
tion, 1830 South 54th Avenue, Chicago 50, 
Illinois. 

This catalog Section brings up to date 
complete details and specifications gov- 
erning the production of RG type cables 
as approved by the Army-Navy R. F. 
Cable Coordinating Committee for manu- 
facture by this firm. Amphenol’s series 
of low-loss ultra high frequency connect- 
ors for use with RG cables are manufac- 
tured in accordance with Army-Navy 
specifications. 

Stress is placed on the polyethylene 
dielectric in the cables making them suit- 
able for use in ultra high frequency and 
general electronic fields, and on the mica- 
filled bakelite or polystyrene insulation in 
the connectors. 

The new Section “D” is available free 
to engineers, electronic maintenance men 
and experimenters on request addressed 
to the company. 
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CERAMIC CAPACITOR 
DIELECTRIC 


The Mycalex Corporation of Clifton, 
New Jersey announces that it has de- 
veloped and now has in production a new 
and advanced grade of Mycalex insulation, 
designated Mycalex Series K. The new 
ceramic material is a capacitor dielectric. 

The chief advantage of Mycalux K 
is that it offers a selective range of di- 
electric constants, from 8 to 15 at one 
megacycle. In other words, the material 


can be supplied in various values as 
to dielectric constant. For example, in 
applications requiring a dielectric con- 


stant of 10, engineers will specify Mycalex 
K-10. If a dielectric constant of 8 is de- 
sired, the application will call for Mycalex 





K-8, and so on. 


Mycalex K-10 has been ap- 


already 
proved by Army and Navy (JAN 1-12) 
as Class H material. 


NARROW LEVER KEY 


A new lever key only 7/16” wide, for 
control purposes in and com- 
muncations equipment where small size is 
important, is now being produced by 
Federal Telephone and: Radio Corpora- 
tion, of Newark, New Jersey. 

Though narrower than any other exist- 
ing key, this reduction in size has been 
accomplished without jany sacrifice in 
versatility, as the 1§ spring capacity per- 
mits more than 500 switching 
combinations. Over-all design simplifica- 
tion has resulted in a more rugged, de- 
pendable device. 


electronic 


possible 





Designed for one or two way, locking 
or non-locking operation with a positive, 
snappy action, the entire key assembly is 
held together by a single screw to facili- 
tate disassembly. The spring pile-up 
mounts on one side of the two-piece 
pressed steel frame, with all front posi- 
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tion springs in one group and all back 
position springs in another. 

Contact springs are of nickel silver 
with palladium cross-bar contacts, and 
brass back-stop springs are provided for 
tension adjustment. Non-click _ buffer 
springs are supplied for use in circuits 
where spring backlash is to be avoided. 
All springs are interchangeable and the 
pile-ups may be easily rearranged. 

Where necessary this FTR-810 Series 
Key can be supplied fungus and moisture 
proofed according to Signal Corps speci- 
fications. 


PERMOFLUX SPEAKERS 


A complete new line of loudspeakers en- 
gineered to cover the entire size range from 
2” to 15” is announced by Permoflux Cor- 
portion, 4900 West Grand Avenue, Chi- 
cago 39, Illinois. Speakers are true dimen- 
sioned and diaphragms are graduated in 
14" steps up to and including 7%4” with 
other standard sizes up to 15”. The line 
will provide power handling capacities from 
1 to 20 watts and is designed to give 
acoustical output in 2 db steps. A new 
magnetic alloy which provides an actual 
magnetic efficiency of at least three times 
that of pre-war type magnets, results in 
considerable weight savings. All speakers 
are completely dust-proof with metal parts 
rust-proof? finished. 


H-F CAPACITORS 


A new line of high-frequency, parallel- 
plate capacitors, designed for use in the 
resonant circuit, or “tank circuit” of high- 
frequency electronic oscillators such as 
those used in electronic-heater equipments, 
has been announced by the General Elec- 
tric Company, Schenectady, New York. 
When connected in parallel with an in- 
ductance coil, this class HFP, water- 
cooled capacitor constitutes the resonant 
circuit which determines the frequency of 
the oscillator. 

In this application the capacitors are 
operated at relatively high voltages and 
may be required to carry heavy currents 
continuously at frequencies up to several 
megacycles. The following features make 
them particularly suitable for this type of 
service: Low losses at high frequencies: 
uniformly high dielectric strength; high 
current rating per unit volume; and con- 
venient mounting and connection facilities. 
These units are available in standard rat- 
ings ranging from 2000 volts, 0.025 micro- 
farad to 9000 volts, 0.0056 microfarad. 


SYLVANIA MANUAL 


To help radio servicemen during war- 
time tube shortages, a comprehensive 20- 
page manual providing practical replace- 
ment tube data has been compiled by the 
Commercial Engineering Department of 
Sylvania Electric Products Inc., Em- 
porium, Pa. The manual gives full in- 
formation needed for the adaptation of 
available tubes to many difference types 
of radio receivers which may otherwise 
become inoperative through the failure of 
original equipment tubes which cannot be 
immediately obtained. 

In addition to a section describing the 
recommended use of substitute types when 
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obtainable, the 
information for 


original 
manual 


types are not 
contains specific 


battery, 150 ma., 300 ma., transformer and 
The information is con- 
tabulated for 


auto tube types. 


veniently quick-reference. 





Thirty six adaptor circuit diagrams are 
included for use with the tabulations when 
changes in tube socket wiring are required. 
Tabulations are used to indicate the type 
of changes needed including: filament volt- 
age, filament current, socket wiring, socket 
type, alignment, top cap connection and 
changes in bias or plate voltage. 

Circuit modifications for battery and 
AC-DC sets are also described in detail. 
The manual, size 8% x 11, is provided 
with a durable cover. It is distributed free 
to radio servicemen through Sylvania dis- 
tributors or direct from Sylvania at Em- 
porium, Pa. 


GRAYHILL SWITCH 


A small momentary push-button, snap- 
action switch, designated as the Grayhill 
Snapit Switch, has been announced by 
Grayhill, One North Pulaski Road, Chi- 
cago 24, Illinois. 

The phenolic body of the switch is 
round and measures only %” in diameter 
by 1%” high, measured from the top of 
the push-button to the end of the solder 
lugs. The switch is mounted by a *4-32 





IG 


bushing, 7/16” long and held securely by 
two mounting nuts. 

The fixed contacts are of fine silver 
overlay on phosphor bronze. These con- 
tacts are threaded and are held securely 
in place, the electrical connection being 
made by brass screws which also hold 
and secure the two solder lugs. The 
moving contact which bridges the two 
fixed contacts is also fine silver overlay 
on phosphor bronze, which assures posi- 


tive contact with the very minimum of 
contact resistance. The contact gap jg 
040” on each contact; therefore, the total 
contact gap which breaks the circuit jg 
080”. 

The switch employs a snap action prip. 
ciple which assures fast make and break 
as well as a contact pressure of approx. 
imately 35 grams, making the switch prac- 
tical for use on d-c current. 

The switch operates on a .0625” moye. 
ment of the push button and carries g 
current rating of 10 amperes at 115 volts 
ac, and 2 amperes at 115 volts d-c. [ft 
is general practice on d-c current to jp. 
crease the d-c current rating with a de. 
crease in the voltage. 

Complete information and _ prices may 
be obtained by writing direct to the 
manufacturer. 


LANGEVIN AMPLIFIERS 


West 65th Street, New York, has just 
announced a series of amplifiers known as 
the 101 Types. These amplifiers are de- 
signed for commercial continuous service, 
and meet the need for medium gain, high 
power bridging amplifiers. Where in- 
creased power is desired any number may 
be bridged across busses from 1 to 1000 
ohms. Therefore a complete amplification 
system of high quality and great flexi- 
bility is provided when used in conjunec- 
tion with a program or line amplifier such 
as the Langevin 102 Series. 

All models in this 101 series will de- 
liver 50 watts to a nominal load impedance 
with less than 3% r-m-s harmonic distor- 
tion at 400 cycles. The gain control pro- 
vides continuous adjustment over a 40 db 
range and bridging connections. Chassis 
are 16 gauge welded steel, zinc plated, and 
bonderized. Finish light gray baked en- 
amel. Weight approximately 45 pounds. 


ELECTRONIC COUNTER 


The Potter Instrument Company at 
136-56 Roosevelt Ave., Flushing, New 
York, announces a new two-decade elec- 
tronic counter designed for industrial and 
laboratory uses. 

The counter is actuated by a closing 
contact, sine wave, or pulse input, as 
from a photo-cell, at rates up to 1,00 
cycles per second. Each decade divides 
by ten, giving a scaling factor of 100. 
The count for 0 to 99 appears on two 
banks of neon lamps. 

“A telephone-type relay is connected to 
the counter output and -the contacts of 
this relay close once for each 100 input 
cycles. These contacts are connected to 
an output terminal. A conventional elec- 
tro-mechanical counter may be connected 
to the output terminals to extend the count 
to as many places as desired. 

An important application of the unt 
lies in counting rates exceeding 10 cycles 
a second, which are generally too fast 
for conventional counters: or in installa- 
tions where a conventional counter weafs 
out pre-maturely from high speed cot 
tinuous operation or is unreliable. The 
electronic counter makes it possible 1 
increase the counting rate 100 times. 
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Another use for the electronic counter 
is in counting and calibrating the actual 
number of cycles that resistance welding 
timers apply. . 

This unit can be used as an interval 





timer by connecting it through a switch 
to a known external frequency. When 
the switch is closed and opened, the unit 
will count the number of cycles of the 
known frequency that have passed in the 
closed-switched time interval, giving a 
reading in terms of the number of cycles 
of the known frequency. The .60 cycle 
line may be used as the known frequency. 
The equipment is sturdy and intended 
for rigorous and long use. It uses a 
complement of 11 tubes. The counter can 
be supplied with switches to make it pre- 
determining. Operation is from a 60 cycle, 
105 to 125 volt line. Weight of the Potter 
two-decade Electronic Counter is 25 
pounds, 


G-C INSTRUMENT KNOB 


The General Cement Mfg. Co., of Rock- 
ford, Illinois announces the availability of a 
new type knob for communication equip- 





ment, instruments, etc. It is constructed of 
smooth finished molded bakelite with pointer 
arrow on front. 134” O. D. x 7%” over-all 
height. Write to manufacturer for com- 
plete knob and accessory information. 


DU MONT OSCILLOGRAPH 


What happens to a laboratory instrument 
when it goes to war is told in design 
changes and refinements effected during 
the past two years and currently incorpo- 
rated in Du Mont Type 208B oscillograph 
now offered by Allen B. Du Mont Lab- 
oratories, Inc., Passaic, N. J. 

An already popular instrument enjoying 
the widest popularity in laboratories and 
plants, the Du Mont Type 208B becomes 
a better, more rugged and most dependable 
oscillograph under the trying conditions of 
field service and rough handling, because 
of these wartime touches: 

Use of mineral-oil-impregnated, hermeti- 
cally-sealed, paper capacitors, as well as 
increased voltage ratings for certain paper 
Capacitors, for greater factor of safety. 
Indeed, capacitors are operated at less than 
80% of voltage rating, while all composi- 
tion resistors operate at less than 40% of 





power rating. High-voltage wire replaces 
previous standard wire in high-voltage cir- 
cuits. 

Various changes have been made in the 
tube complement. There is a change of 
negative supply rectifier from Type 17 to 
the Army-Navy preferred Type 6X5GT/G; 
from the 14 watt neon tube to the Army- 
Navy preferred Type 991 voltage regulator 
for greater stability ; from Typt 6F8G tubes 
to Army-Navy preferred Type 6SN7GT, 
with improved performance. There is now 
included a frequency range adjustment po- 
tentiometer in the time base as a factory 
adjustment, for accurate time-base fre- 
quency setting. 

For greater mechanical ruggedness, there 
are several refinements such as the addition 
of mounting straps on capacitors subject to 
breakage in transit, and tube clamps for 





tubes subject to jars. A flange is added on 
the chassis assembly to provide extra 
strength against rough handling. Also 
better sockets, self-locking stop nuts, rolled 
bead on cathode-ray tube shield, additional 
brackets, and four bank supports to prevent 
breakage of banks during rough handling. 


TRANSFORMERS 
A new development in transformers 
with  self-aligning, detachable mounting 


studs are now in production by the Elec- 
tronic Components Company, 423 N. 
Western avenue, Los Angeles, Calif. 
This novel and practical feature, accord- 
ing to Jack Durst, co-owner of the com- 
pany, allows an actual tolerance in mount- 
ing dimension that can exceed one-quarter 
inch and eliminates rejects due to bad 


_ threads, leaks around studs, bent or broken 


studs or changes in length specifications. 

A simple clip arrangement, stamped 
from heavy gauge steel, cadmium plated, 
prevents the stud from turning while it 
permits centering in two directions. The 
stud can be moved (not bent) in four 
directions to align with irregularly spaced 
holes and is replaceable in the field with 
any round head machine screw available. 
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Transformers equipped with this new 
Ecco mounting feature are available in 
15 standard case sizes, either hermetically 
or non-hermetically sealed. 


ELECTRONIC HEATING 


A sixteen page booklet written for both 
engineer and manufacturer on the subject 
of electronic heating, 

\ll the essential facts are discussed in 
a language stripped of confusing termi- 
nologies. It contains a brief record of 
the historical background and development 
of electronic heating—explains the prin- 
ciple of its operation—describes the two 
chief methods and fields of application and 
lists may proved present day uses: Many 
illustrations are used to make all the im- 
portant parts of the text easily understood 
and several types of High Frequency 
Generators are shown. 

This is an important handbook to have 
if you are considering the application of 
electronic heating to your own manufac- 
turing methods. The booklet is available 
upon request by writing to Scientific Elec- 
tric, 107-119 Monroe Street, Garfield, New 
Jersey. 


TEST EQUIPMENT CATALOG 


A new bulletin F issued by the Shall- 
cross Manufacturing Company, Colling- 
dale, Penna. describes several forms of 
High-Voltage Test Equipment. These in- 
clude Portable Kilovolt-meters suitable 
for use from 1 to 30 kilovolts as well as 
the well known Shallcross Corona Pro- 


tected Kilovoltmeters for measurements 
up to 200 kilovolts. Separate Kilovolt- 
meter Multipliers are available for use 
with external meters for measurements 


from 1 to 30 kilovolts; Corona protected 
resistors are available separately for use 
with suitable meters to permit measure- 
ments of potentials up to 200 kilovolts. 
A copy of the new bulletin F will be 
gladly sent upon request to manufacturer. 


CML STROBOSCOPE 


Based on a completely new principle, 
the recently developed CML Model 1200 
Stroboscope increases the range through 
which moving objects may be examined. 
Now rotary speeds from 600 to 600,000 
R.P.M. or vibrations from 10 to 10,000 
C.P.S., can be “stopped” and studied. 

Since the light source is moumted in a 





small probe at the end of a 5-foot flexible 
cable, small objects may be easily viewed 
at close range. Provision is made to 
operate the unit from external tuning fork 
or crystal standards, where extreme ac- 
curacy is required. The motion of objects 
moving at irregular speeds may also be 
“stopped” with the Model 1200. 

An accurate repetitive pulse rate is ob- 
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tained, as the pulses are derived from a 
stable audio oscillator. 

Not only does this eliminate the neces- 
sity for constant readjustment of the 
repetitive rate, but it also insures clearly 
defined images at high speeds. 

A light intensity control switch is also 
provided for greater flexibility. This en- 
ables the user to control both the intensity 
of the light and the duration of the pulse 
length. 

Descriptive bulletin available from the 
maker, Communication Measurements 
Laboratory, 120-24 Greenwich Street, New 
York. 


CONDENSER MOUNTING 


The new M type brackets pictured 
above have been specially ~ developed to 
withstand the most severe vibration con- 
ditions encountered by all branches of the 
armed forces. They meet all Army, Navy 
and Aircraft specifications. 

Designed to permit the mounting of oil 
capacitors in either vertical or inverted 
position, they are readily adapted to any 
industrial application. 

This is an exclusive development of 
Industrial Condenser Corporation, manu- 
facturers of a complete line of Oil-filled, 
Electrolytic, Wax and Special Mica Ca- 
pacitors for every industrial, communica- 
tions and signalling application up to 
250,000 volts working. 

Industrial Condenser Corporation has 
. recently removed into a larger plant at 
3243-65 North California Avenue, Chi- 
cago 18, Illinois. 


ELECTRONIC OSCILLOGRAPH 


For aircraft engine manufacturers, 
electric power companies and_ research 
laboratories, a new self-contained indus- 
trial electronic oscillograph which records 
characteristics of electrical phenomena 
lasting as little as a fraction of a millionth 
of a second is announced by Westinghouse 
Electric and Manufacturing Company. 

An instrument of the cold cathode type, 
the electronic oscillograph is capable of 
recording single electrical transients with 
respect to time, or two electrical phe- 
nomena with respect to each other, such 
as voltage versus current, in the form of 
diagrams produced by two pairs of elec- 
trostatic deflecting plates disposed at right 
angles to one another. The cathode of 
the tubes is energized from a 50 kv d-c 
rectifier with a control to correct for line 
voltage variation. The beam is normally 
blocked by a target. An impulse synchro- 
nized with the phenomena will trip the 
relay which bends the beam around the 
target so that it will strike the fluorescent 
screen or film below. 

The new streamlined unit consists of 
the oscillograph proper in front of the 
cabinet and the cabinet proper which 
houses all energizing and control circuits. 
Energizing terminals are enclosed except 
one bushing connected to the source of 
synchronizing impulse. Concentrating 
coils, beam current meter, and leak valve, 
control the intensity and size of the trace 
on the film. Deflecting coils move the 
zero position of the beam so as to use 
the whole area of the exposed film for the 
record. 
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In addition to the fluorescent screen 
for direct observation, the instrument con- 
tains a stationary film holder taking a 
standard film for recording electrical 
phenomena lasting 1/1000 of a second or 
less, and may be operated with a rotating 
film drum for phenomena lasting from 
1/1000 to 1/10 of a second. A _ photo- 
electric control which makes it possible 
to take an oscillogram in one revolution 
of the drum, regardless of speed, elimi- 
nates the possibility of superimposed 
waves. 

Further information on the electronic 
oscillograph may be secured from P. O. 
Box 868, .Westinghouse Electric and 
Manufacturing Company, Pittsburgh 
30, Pa. 


W-J PORTABLE AMPLIFIER 
Walker-Jimieson, Radio and Electronic 
distributors at 311 South Western Avenue 
in Chicago, have started production on a 
new amplifier unit. This 30-watt am- 
plifier operates on 110 volts, 60-cycles. 
Its two mike inputs and one phono input 





make it useful in the vast majority of 
applications. Output impedances of 4, 
6, 8, and 500 ohms may be selected at 
will. Frequency response is 50-10,000 
cycles. The record gain is 69 lb and the 
mike gain 116 db. Tubes employed are 
3-6SJ7, 2-616, 6N7 and an 83. The am- 
plifier is housed in a gray wrinkle finished 
steel cabinet, 17” x 1014” x 1914”. 

The manufacturer will be pleased to 
furnish further information. 


COMAR CIRCULAR 

A new, two color, four page circular has 
recently been issued by Comar Electric 
Company of Chicago. 

It describes Comar Relays, Switches, 
Condensers, Coils and other products, and 
accents ability to design and produce spe- 
cial electrical and electronic devices. 

A copy may be obtained free by writing 
Comar Electric Company, 2701 Belmont 
Avenue, Chicago 18, Illinois. 


LANGEVIN SPEAKER 


A new loudspeaker, Type 26-B, designed 
to operate with maximum intelligibility 
through high noise levels and with uni- 
form distribution over horzontal angles of 
120 and vertical of 40, has been an- 
nounced by the Langevin Company. It is 
designed for voice reproduction when used 
by itself or as an excellent high fre- 
quency component to a wide range system. 
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The unit is one cast aluminum, equipped 
with heavy universal mounting brackets 
and is designed for economy of installa- 
tion. It handles power input of 40 watts 
when equipped with 2 Jensen U-20 drive 
units. 22” wide, 14%” deep, 20” high 
Complete technical bulletin upon request, 
The Langevin Company, 37 W. 65th St. 
New York 23. ; 


ANTENNA PROBLEM 


Faced with a difficult antenna probl 

E. H. Andresen, Chief Engineer of WBEZ, 
called on Andrew engineers for a solys 
tion. The problem was that of coupling 
line to the much smaller balanced impe- 
dance of the antenna. Uncertainty of the: 


exact value of the antenna impedance ™ 
made the problem difficult, and called for” 
some kind of an adjustable coupling de. 


vice. 


The problem was solved by constructing 
a quarter wave impedance transforming | 


section with a concentric “bazooka” for 
the balance conversion. Adjustments were 
made by varying the average dielectric 
constant in the resonant section. 


FOOT SWITCH 


General Control Company, 1200 Soldiers 
Field Road, Boston 34, Mass., announces 
a new foot switch for actuating one to 
eight circuits. Designated the Model 
“MF”, this is the flattest foot switch ever 
manufactured. The foot rest is only one- 
half inch above the floor, and it requires 
only 1/16th inch throw. This allows the 
operator to support his whole foot nearly 
at floor level, thereby reducing fatigue to 
a minimum. 

The Model 


“MF” is ruggedly con- 





severe use. It is 
splash and dust proof so that factory con- 
ditions cannot affect its life or limit its 
applications. 


structed to withstand 


VACUUM CAPACITOR 
Designed to meet a wide range of speci- 
fications a new vacuum capacitor has been 
developed and put on the market by In- 
dustrial and Commercial Electronics, Bel- 
mont, California. Because of their com-- 
pactness and stability, due to the utilization 
of vacuum as the dielectric, vacuum con- 
densors are in wide usuage. This is the 
first time a manufacturer has developed 4 
capacitor meeting varying requirements of 
capacitances. 
The new I.C.E. vacuum condensor 3 
available with capacities ranging from 10 
(Continued on page 78) 
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This compact Thermex unit measures 28 inches by 28 
inches, stands,47 inches high, and weighs only 614 
pounds. It is a practical and flexible piece of equipment 
with built-in heating cabinet and removable 12 inch by 
15 inch drawer-electrode. 

Being completely automatic, there is nothing to do 
but plug this Thermex in and load and unload the pre- 
form drawer. No dials, no tuning, not even a button to 
push. Closing the preform drawer all the way in, turns 
on the high frequency power and timer. At the end of 
the prescribed time, which may be anywhere from 5 to 
10 seconds up to 2 minutes, the red indicating light 
goes out, the operator removes the tray and unloads 
the preforms into the mold cavities. 

The Thermex Model No. 2-P, which is illustrated, 
Operates at a frequency of 25 to 30 megacycles using 230 
volt 60 cycle single phase current. It has an output in ex- 
cess of 3400 BTUs per hour, and it uses a pair of Eimac 
450-TH tubes. The use of electronic heating has in- 
creased production for many plastic manufacturers who 
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THERMEX meets the demand 


for high frequency equipment 
for pre-heating of plastic preforms. 
Preforms are placed on this drawer 
which slides into unit shown below. 


THERMEX MODEL 2-P 


Eimac tubes 

have been leaders in utilizing the science of electronics. 
The Thermex Division of the Girdler Corporation of 
Louisville, Ky., is a leader in supplying equipment for 
this and other industrial applications. It’s natural that 


Eimac tubes are used, since these tubes are first choice 
of leading electronic engineers throughout the world. 


Follow the leaders to 


1.08 


° 
Oe a & 


qu EITEL-McCULLOUGH, Inc. 


985 San Mateo Avenue, San Bruno, California 


Plants located at: San Bruno, California and Salt Lake City, Utah 
Export Agents: Frazar & Hansen, 301 Clay St., San Francisco 11, California, U.S.A. 


} 


Eimac has received 7 ARMY-NAVY “E” AWARDS for 
production efficiency * San Bruno 5, Salt Lake City 2 
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BROADCAST 
TRANSMITTER 


Continued from page 34) 


caps may then be replaced on the low- 
voltage rectifiers and r-f stages and 
plate switch again closed. Tank capaci- 
tors should be resonated starting from 
the maximum capacity position to avoid 
tuning: to a harmonic frequency. The 
capacitor is then adjusted to minimum 
plate. current indication. However, due 
to slight differences in the Q of the 
circuits, minimum plate current and 
maximum grid current to the following 


stage is not always the same even in 
commercially designed transmitters. 
When this occurs, maximum efficiency 
results when the capacitor is adjusted 
for maximum grid drive to the follow- 
ing stage. This procedure of tuning is 
followed through to the final stage. 
Where neutralizing is required, and 
accomplished by a capacitor, the neu- 
tralizing capacity is adjusted for mini- 
mum or zero grid current on the follow- 
ing stage. The neutralizing capacity for 
high power output stages is usually 
fixed, but neutralizing adjustments 
should be checked after the entire trans- 
mitter is in operation by removing the 
crystal from the oscillator circuit and 
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New Quick-set Dial Drill Sharpener 
Eliminates Guesswork...Keeps ’em 


Drilling Faster — Longer 


Attached to the Drill Sharpener, it adjusts drill 
edges to the proper angle for precision grinding, 
putting drill sharpening on a quick, efficient basis. 

QUICK-SET DIAL easily and accurately adjusts 
Sharpener for sharpening drill from 5/32” to 1” 
sizes. Dial insures accuracy in measuring angles 
and clearances on twist drills, preventing trouble 
and making drills last longer. Dial-Set sharpened 


oe Ingenious New 


Technical Methods 


Presented in the hope that they will 
prove interesting and useful to you. y 4 
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Front view of grinder 


drills cut faster and more accurately, as the edges 


are alike and uniformly sharpened. 


Precision built, calibrated and tested, unit is 


easy to set up and operate. Saves wear and tear on 
drill presses—prolongs drill life—cuts costs—im- 


proves quality—speeds output. 


Another thing worth remembering is Wrigley’s 
Spearmint Gum. That familiar red, white and 
green package which always meant “a help on 
your job.” No more of this famous brand and 
flavor is being made for anyone now—even for 
the Armed Forces overseas—as Wrigley’s stock- ; 8 
pile of finest quality raw materials is all used up. 
But—remember Wrigley’s Spearmint —The 


Flavor Lasts. 
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Side view of grinder 


You can get complete information from Ameraco Industrial 


Specialties, 122 S. Michigan Ave., Chicago 3, Ill. 
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observing all grid and tank Circuit 
meters. These currents should be zero 
and this is especially important for the 
final stage. 


Inductive and Capacitive Tuning 
Since inductive tuning for high Power 


‘stages has become almost universal jn 


recent years, it is interesting to note the 
differences existing between tuning pro- 
cedure for variable inductance and var}. 
able capacitance. 

In Fig. 4, if the current in the induc. 
tive branch of the parallel circuit is set 
at /: and the capacity is adjusted so that 
the capacitive current is /, then the ex. 
ternal current is in phase with the volt- 
age and unity power factor exists as 
dicated by 0—O0’. Now assume that the 
capacity is the variable factor, and this 
capacity is decreased so that the current 
is /.”, then the resulting current will 
be /”, or greater than at unity power 
resonance condition. It is obvious from 
this vector that when the capacity is the 
varidble factor, the condition for unity 
power factor and minimum current are 
satisfied by the same setting of the ca- 
pacitor. 

If the inductance is made variable, we 
must set up a set of vectors as shown in 
Fig. 5, where.the upper part of the cir- 
cle whose center is 0’ traces the current 
in the capacitive branch and the lower 
part traces the inductive branch current. 
Now if the capacity is of fixed value, 
the capacitive current will be fixed at J,. 
As the inductance is varied so that the 
inductive current passes through Iu, 
Irs, and J1;, this vector addition with /, 
will cause the external current to pass 
through values J:, Is, Is, and {mim along 
the projected semi-circle whose center 
is P. 

Thus it is obvious that when a tank 
circuit is tuned by means of a variable 
inductor, maximum power transfer to a 
coupled stage will not occur at the point 
of minimum current indication. This 
does not mean that the stage must be 
detuned, but simply that the circuit is 
adjusted from minimum current reso- 
nance condition to the unity power fac- 
tor resonance condition. Under practical 
operation, it is simply necessary to tune 
through minimum current indication po- 
sition to the proper side of this point 
where maximum power transfer is indi- 
cated in the coupled circuit. 





HAMS KEEP 10-METER BAND 


While a press release from a source 
other than the FCC did not mention 
that amateurs are slated to keep theif 
28-30 me band, the official FCC report 
shows that it is included in the proposed 
frequency allocations. We regret that 
we went to press before receiving this 
information and therefore omitted t 
from our list. 
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A link between control and 
variable circuit element, shaft 
coupling design can be an im- 
portant factor in proper func- 
tioning of electronic equipment. 


Illustrated are but three of 
many Johnson insulated shaft 
couplings; among them units 
providing a high degree of flex- 
ibility but freedom from back- 
lash common to others resemb- 
ling them; rigid types where ac- 
curate shaft alignment is re- 
quired and torque may be high; 
bar types for high voltages or 
very high frequencies. All are 
characterized by best steatite 
insulation properly proportioned 
for electrical and mechanical 
strength, by accurate metal 
parts finished to stand salt 
spray test, and by those little 
evidences of Johnson engineer- 
ing and manufacturing skill that 
are most appreciated only after 
use and comparison. 


Ask for catalog 968(K) 











JOHNSO 


a famous name in Peadio 





fF. F. Johnson Co. 
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(Continued from page 39) 


sults are plotted as shown in Fig. 29 
with the r-f input in microvolts as ab- 
scissas on a logarithmic scale and the 
power output as ordinates on a linear 
scale for watts or a logarithmic scale 
for voltage. 

The second curve shows the maxi- 





Total harmonic distortion js Measured 
at each point as shown in Fig. 30 


Conclusion 


This completes the usual measure. 
ments made on a receiver. Other tests 
may be required, but the above Outline 
will be found adequate in most Cases: 
special designs or circumstances, how. 
ever, may make it necessary to Perform 
additional tests which can be devised as 
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Fig. 29. Typical power output curves for various modulation percentages 
DISTORTION vs. OUTPUT CURVE 
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Fig. 30. Method of plotting distortion vs. power output 


mum output of the receiver at a given 
percentage of harmonic distortion and 
is measured with a signal input of 1000 
microvolts modulated 30% at 400 cy- 
cles. The volume control is adjusted to 
obtain various outputs from a mini- 
mum of 50 milliwatts to full output. 


the necessity arises. The data should 
be tabulated and plotted as shown if 
the various tables and figures. Combina 
tion AM-FM receivers are usually con 
sidered as two separate receivers for 
measurement purposes and their data 
and curves plotted separately. 


Reference 


9. Ballantine & Snow, “Reduction of 
Distortion and Cross-Talk in Radio 


Receivers .. 


.’ IRE Proc. Dec. 1930. 


[Conclusion] 
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IGMA SENSITIVE 
DOUBLE 
COIL RELAYS 


... open new possibilities 
in circuit functions 

Energized from separate sources, coils may 

be connected to produce aiding or opposing 


forces according to functional require- 
ments. 


ce a z= " 


Source <1 | /PSOURCE 


A B 
o- “ae” Sarr 





CASE 1 





IN CASE 1, above, sources A & B may 
supply insufficient power to operate the 
relay separately, but simultaneous currents 
cause the relay to operate. 


—— 


SOURCE 


ee 








IN CASE 2 equal inputs from sources A & 
B create opposing forces which balance 
and prevent operation. However, a differ- 
ential current of only a few milliwatts will 
Cause positive relay action. Each coil may 
be drawing power up to many timies that 


required to operate the relay without seri- *| _ . ' iia fe hee 
| Triple Interferometer, for Distinguishing 


ously affecting its sensitivity to the differ- 


ential current. Sigma Series 5 relays are * 


regularly furnished with two coil terminals 
on a 5-pin base. When three or four coil 
terminals are needed this arrangement can 
be furnished in the F type without cover 
or base or in the R type with rectangular 
cover and molded base carrying terminal 
lugs and mounting ears. This permits 
oaating above deck and wiring below 
eck. 


In ordering relays for special 
applications, be sure to 
specify full operating chat- 
acteristics, describing cir- 
cuit details and surrounding 
conditions as fully as possi- 
ble. 








Our varied experience 
will help you choose 
the right relay for 
YOUR job. 


Sigma Instruments, ine. 
es RELAYS 
66 Ceylon St., Boston 21, Mass. 
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ALDEN 





for Graphic Recording of any kind 


OUR YEARS OF EXPERIENCE, and cumulative skills, in the designing 
and production of RADIO COMPONENTS, are now being used in 
making equipment which covers the entire field of FACSIMILE. 


Actual service, as found in war and communication work under all 
conditions, has given a PRACTICAL quality to our equipment which, 


under ordinary conditions, would not have been obtained in years of 


engineering with limited application. 


ALDEN PRODUCTS COMPANY is manufacturing practically ALL TYPES 
AND SIZES of facsimile and impulse recording equipment — using all 
the varied recording mediums: Photographic Paper, Film, Electrolytic 
Paper, Teledeltos, and Ink. 


ALFAX IMPULSE RECORDING PAPER 
« 
By “COVERING THE ENTIRE FIELD," we mean... 





Some of our equipment has been used for the transmitting and receiv- 
} wa ing of photographic pictures of reasonably high resolution (such as the 
war pictures now appearing in the news). 


| Continuous Recorders—of the type whose value has been proven on 

w National and International news service circuits—are now on their 
way to the Orient, to be used for the receiving of the so-called 
“picture” languages. They use ALFAX paper. 


Also, through the use of ALFAX (the first high-speed black and white 

3. permanent recording paper), HIGH-SPEED Signal Analysis Equipment 
has been made possible for various laboratories and Government 
Departments. Other equipments have employed Teledeltos Paper for 
message work and other purposes. 


where radio or wire links are of poor quality and power, ALDEN Tape 
Recorders (recording medium, ink)—have been designed to operate 
with a minimum of trouble and adjustments, and have PROVED MOST 
SATISFACTORY. 


4 For outlying posts, where servicing equipment is an impossibility, or, 
® 


The ability of ALFAX Paper and ALDEN Machines to record impulses 
5. as they occur, without the inertia problems of many previous methods, 
has made possible other recorders at various speeds (including slow). 
They will record a whole day's history of related phenomena, with 
time indicated, and often—with self-calibrated linear reference marks 








for ready interpretation. 








ALDEN PRODUCTS COMPANY 
117 North Main Street 
BROCKTON (64H) MASSACHUSETTS 
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Our shelves are loaded with top-quality 
merchandise, dependable brands, com- 
plete assortments. Order them from 
CONCORD, by mail, by wire, by tele- 
phone. Our radio technicians are prepared 


to work with you and expedite special ~ 
requirements. Tell us what you need. Two 


huge shipping warehouses, in CHICAGO 
and ATLANTA, ready to fill your orders 
and ship to you at once. 


, Typical Values 
Available NOW: 







Cornell-Dubilier type 

TJL6040, 4 mfd. 600 
volt DC wkg. oil filled 
——s 

5B301 

Specially priced, $1.49 





Full Wave Vibrator 
Transformer, 6 Volts. 
Imput—250 Volts. 
60 MA. Output C.T. 

5B5000 
Specially priced, 7% 








1. R. C. type CS Dual 
Potentiometer 
2500 ohm and 25 ohm. 

582007 
Specially priced, 4% 


















Ready about April 1st—big 64-page “Book of 
Values” offering thousands of hard-to-get parts at 
substantial savings. Includes new 1945 Revised 
Listings of standard lines of Condensers, Resistors, 


Transformers, Test Equipment, and other essential 
radio parts. 


RADIO CORPORATION 





Lafayette Doudke Corporation 


901 W. Jackson Bivd. 
CHICAGO 7, ILL. 


265 Peachtree Street 
ATLANTA 3, GA, 





CONCORD RADIO CORPORATION i 
901 W. Jackson Blvd., Dept. F-35 I 
Chicago 7, Illinois i 
Please send me a FREE copy of the “‘Book of Jj 
Values"’ of radio and electronic parts and 1 
equipment as soon as it’s off the press. i 
DCS ogbiasn’s books 6040S 5 Pas cd46he0R 0000008 : 
ND ag vc w concn nnhecseesscnsccerccrsccecs | 
Ds wcbehnnbnnsdebss tos Dh pnskswned® ' 











| —Angela 


| eter—W. 
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Die Entwickling der Luftschiffstationen— 
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ULTRA-HIGH 
FREQUENCY 
functions 


@ This Aerovox Type 1865 capacitor is 
designed for ultra-high-frequency radio 
power equipment such as television and 
FM transmitters. Especially recommended 
for fixed tuning, by-passing, blocking, 
coupling, neutralizing and antenna-series 
capacitance. 

Losses are extremely low, due to highly 
refined sulphur dielectric used. Corona 
losses are avoided by the unique design, 
grounded case, and insulated terminal. 
Type 1865 (illustrated) has cast aluminum 
case; steatite insulator supports terminal. 
Lower-cost Type 1860 has aluminum can; 
mica disc insulator for terminal. Ratings 
up to 10,000 test volts effective. .OOOO1 
to .000125 mfd. 





@ Consult Us... 


Our engineers can help you with your 
capacitance problems. Let us quote on 
your requirements. 







y YW 
INDIVIDUALLY TESTED 


AEROVOX CORP. NEW BEDFORD, MASS., U. S.A 
“tn Canada: AEROVOX CANADA LTD., HAMILTON, ONT 


Export: 13 £. 40 St. New York 16, N.Y. Cable: ‘ARLAB’ 
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SPRAGUE 
CAPACITOR TYPES 


Dry Electrolytic 
Paper Dielectric 
Mico Dielectric 
Power Factor Correction 
Motor Starting 
High Voltage Networks 


Radio Noise Suppression 
Filters, efc., etc. 
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about having your CAPACITOR 
SPECIFICATIONS MATCHED 


In designing or producing a radio 
or electrical product, there are plenty 
of things to think of besides capaci- 
tors. Moreover, unless you’ve special- 
ized, it’s difficult to keep fully abreast 
of modern capacitor developments. 
That’s why we make this suggestion: 


Write today for a supply of Sprague 
Sample Request Forms. Then, as 
capacitor applications arise, use these 
forms to send full details to Sprague 
engineers. Let them make suggestions. 
Benefit from their broad experience, 
as well as from the fact that Sprague 
regularly produces dozens of standard 


Capacitor types, plus hundreds of 
adaptations and special units. 


Such a request places you under no 
obligation to buy the recommended 
type. It simply assures you of special- 
ized attention in the selection of an 
important component on which there 
are many factors to consider—angles 
which cannot always be cataloged 
completely or promptly, or which can- 
not be uncovered in any other way 
than through this personalized engi- 
neering service. 


Write today for a supply of Capaci- 
tor Sample Request Forms. 


SPRAGUE ELECTRIC COMPANY, North Adams, Mass. 
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Se omithing to Kemmember 


A typical group of Sprague Dry 
Electrolytic Capacitors designed 


to match special specifications. 
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MEASURES 
QUANTITIES 





PATS, APP. FOR 


TECH LAB MICROHMMETER 


gohms. Accuracy in all measurements to 
better than 2%. Output is sufficient to 
“drive recorder. Entirely AC operoted. 
Furnished in two models, Reason: 
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in CERAMICS 


“FOR GREAT 
ACHIEVEMENT” 


COIL FORM FOR INTERNAL WINDING 


by STUPAKOFF 


Permanently strong and stable both me- 
chanically and electrically, ceramics are 
versatile materials capable of intricate 
design. Competent engineering enables 
dimensional tolerances to be held to 
a minimum. 

The internally wound coil form 
illustrated is engineered and produced 
by Stupakoff for a specific application. 
Resistance to thermal shock and me- 
chanical strength are specifications 


embodied in this one-piece extruded 
insulator. Slotted, longitudinal winding 
holes expose the heating element and 
allow heat to be directed instantane- 
ously to the center of the coil. 


Specialists in the field of electrical in- 
sulation, Stupakoff engineers are trained 
to find specific solutions for your insula- 
tion problems. Contact Stupakoff today 
—two generations of dependability in 
the ceramic field justify this choice. 


STUPAKOFF CERAMIC AND MANUFACTURING CO., LATROBE, PA. 
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has for fast delivery 
Critical Radio and 
Electronic Components 


and Equipment 


patl:) 3 
RELAYS 
CAPACITORS 
RESISTORS 


METERS 

TEST EQUIPMENT 
TRANSFORMERS 
ETC., ETC. 


After 18 years in the radio and 
electronic field, HARVEY is adept 
at supplying you with equipment 
you need—not next week, not next 
month, not next year — but now, 
just when you need it. That's the 
service for which we are famous. 
Critical 


shelves, will be traced for you, or 


items, if not on our 
we may be able to suggest effec- 
tive substitutes. And HARVEY can 
help solve your priority problems, 
lend a hand with technical advice. 
Save time, save money... see 
HARVEY-—first, last, always! 


Telephone 
Orders to 
LOngacre 3-1800 


hee 


TEmtrrit 


103 WEST 43rd ST.,NEW YORK 18,N.Y. 
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RELAYS 


[Continued from page 48] 


tilted slightly from the plane of the ar- 
mature to accentuate the wiping action 
between contacts as they are opened 
and closed. From the above, it can be 


| seen that this rélay can be used for 


three types of duty—Medium power, 
High-voltage and r-f control. 


S pecifications— 


Coil—Operating voltage up to 115 


| V.D.C. Wattage demand—3 watts. 


Contact Arrangement—D.P.D.T. Rat- 


| ing—10 amp. at 110 V.A.C. non-induc- 
| tive. 10 amp at 24 V.D.C. non-inductive. 


1 amp at 1000 V. at 20 megacycles. Con- 


| tacts cannot safely open on 1000 V.D.C. 





Fig. 19. Low-power relay 
(Courtesy Allied Control Co.) 


Low-Power Relay 

Frequently there is need for a small 
low-power relay to handle loads of 
about 5 amperes. The relay illustrated in 
Figs. 19 and 20 is designed to control 


| power loads of this level. Terminal spac- 
| ing has been trimmed to the minimum 


consistent with what is regarded as 
safe for power circuits. In general, com- 
munications circuits will be found to 
have less creepage over insulation than 
power circuits for the same voltages. 
This is. not the result of any planned 
calculations, but rather is founded on 
experience which indicates a breakdown 
on a power circuit is more destructive. 
The stud mounting saves on chassis 








-— = —+- 


= —\la_— ~ 


“— 4 6-32 STOP NUTS 
FOR MOUNTING 


Fig. 22. Diagram of medium-power relay 


(Courtesy Allied Control Co.) 


Fig. 21. Medium-power relay * 
(Courtesy Allied Control Co.) 


space. Flange mountings are frequently 
necessary for accessibility but are waste. 
ful of space. 
S pecifications— 
Coil—Operating voltage up to & 
V.D.C. Wattage demand—2 watts, 
Contact Arrangement—D.P.DT, o 
less. Rating—5 amp at 24 V.D.C. (non. 
inductive). 5 amp at 110 V.A.C. (non 
inductive ). 


Medium-Power Relay 


For the control of power to a piece of 
apparatus, the relay shown in Figs, 2] 
and 22 will usually prove to be the best 
choice. The contacts will handle 15 am- 
peres and potentials up to 460 V.AC. 
Contact arrangements from S.P.S.T- 
double break to 4 P.D.T. can be had. 

Contrasted with the relays discussed 
previously, it will be noticed that these 
power relays carry the armature con 
tact spring on an insulator attached to 
the armature. Connection from the mov- 
ing contact spring to the terminal is 
made by an insulated flexible pigtail-lead 
covered with a piece of flexible sleev- 
ing. As contacts and contact-springs be 
come heavier, the flexing of the contact 
springs begins to require too much power 
from the magnetic coil. It is still neces- 
sary to have some spring action on each 
contact to take up the misalignment 
between contacts and assure enough 
pressure on each contact. By mounting 
contacts on short contact springs and 
using flexible leads, these objetives art 
met. 

Where considerable current is Cat 
ried, sticking (welding) of contacts due 
to dirt on the surfaces or contact-boumte 
is much more likely. To reduce this 
possibility a large amount of wipe & 
desirable. This is accomplished by 
mounting the plane of the contacts # 
right angles to the plane of the arm 
ture and slightly above the hinge. Thet, 


[Continued on page 76} 
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mites: It is common knowledge that well-planned Public Address in- 
i MARINE HORN SPEAK- stallations and sound distribution systems effectively accomplish 
00 ee oe Be their purpose, such as speeding up production, eliminating time 
pi may be used os both wastage in communicating orders and instructions, etc. That's why 
ee = cake G such P-A installations are being authorized, in fact, are being urged 
al several sizes. upon factories in war work. 
| RE-ENTRANT TRUM- 
ives are PETS, compact, of the 
wnat Gon aeapiee The vital components of any sound installation are the loud- 
IS Caf fe aeee es Smee speakers and driving units. These must be absolutely dependable 
acts due sound over long dis- and efficient, rugged, afford long, troublefree service. And they 
bounce — must deliver more watts of energy output per watt of input for 
ice this P.M. HORN UNITS are economy's sake. That RACON speakers do all these things best 
wipe is natn e and at lower cost is a recognized fact too. That's why soundmen 
red by watts. who specify RACONS have a edge on competitors. They usually 
tacts a get the contract. 
e arma: 
>, Thet, 
me RACON ELECTRIC CO. 52 EAST 19th ST. NEW YORK, N. Y. 
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in SURCO-AMERICAN 
PLASTIC TUBING 


The great variety of present 
applications speaks volumes for the 
flexibility of Surco-American plas- 
tic Insulating Tubing. Evenf/under 
extreme conditions of héat, cold, 
moisture, wear, changé i in weather, 
and in the presence of dilute acids, 
oils and most solvents, the same 
degree of flexibility prevails. 

Sur€o-American offers a wide 
ge of standard and special 






formulations, clear or in any color, 
with such specifications as highfin- 
sulating resistance, low power fac- 
tor, or an average dielectric strength 
of 1500 volts per mil# thickness. 
Every formulation is laboratory 
tested. Available” in continuous 
lengths, 1.D.—Z005 to 2”. Also 
flexible plastic insulated wire, #12 
to #48 A.W.C., insulating tape 
and spécial tubing and wire. Com- 
ple technical data furnished. 


Lipa! 


ELECTRICAL ee co. 
ept. J 
84 Purchase ~w Boston 10, Mass. 








By exclusive winding and pack- 


aging,, Surco-American Tubing 
Stays round on the spool. 
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RELAYS 


[Continued from page 74] 


as the contacts open and close, there 
will be a large component of motion 
across the face of the contacts. 

To make a double-break contact ar- 
rangement, two armature springs are 
used as for a double-pole arrangement. 
The flexible leads are omitted and the 


| armature springs connected together by 


watts. 








a jumper. 

For operation on A. C., the core of 
the coil is made of laminated silicon- 
steel in the same fashion as a-c tele- 
phone-type Relays. 

S pecifications— 

Coil—Operating voltage up to 115 
V.D.C. Wattage demand on D. C.—2.5 
Operating voltage up to 250 
V.A.C., 60 cycle. Power demand on 
A. C.—4.5 V.A. 

Contact Arrangement—D.P.D.T. or 
less, 1544 wide as shown. 3P.D.T, 1% 
wide. 4P.D.T., 2 3/16 wide. 

Rating—15 amp. at 32 V.D.C., non- 
inductive. 15 amp. at 115 V.A.C., non- 
inductive. 7.5 amp. at 230 V.A.C,, 
non-inductive. 2.5 amp. at 460 V.A.C.,, 
non-inductive. 








FILAMENTS 


[Continued from page 43] 


SUMMARY: 


The advantages of single-phase over 
three- or six-phase operation of high- 
power tube filaments may be sum- 
marized as follows: 


1. Single-phase operation results in 
longer life expectancy because of the 
elimination of the magnetic and me- 
chanical forces resulting from phase 
unbalance. 


2. The effective audible level of hum 
modulation is actually lower for single- 
phase operation. 


3. The cost of the additional protec- 
tive measures necessary with  multi- 
phase operation will more than com- 
pensate for the increased cost of fila- 
ment transformers for single-phase 
operation. 


4. There is less danger of improper 
filament connection for single-phase 
operation than for multiphase. 


5. By proper attention to dividing 
the various parts of the total transmit- 
ter power load among the power supply 
phases, any effect of unbalance due to 
filament supply can be eliminated. 
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RADIO CLUB OF AMERICA 
ANNOUNCES 1945 OFFICERS 


At the meeting of its directors on Jan- 
uary 18, The Radio Club of America, Inc, 
oldest radio organization in continuoys 
existence, announced the reelection for the 
1945 term of the same officers who served 
the previous year, as follows: President, 
F. A. Klingenschmitt: Vice- ~President, 0), 
James Morelock; Treasurer, Joseph Stans. 
ley; Corresponding Secretary, M. B 
Sleeper; Recording Secretary, John 
Bose; Publicity Chairman, Austin C. Le. 
carboura. Mr. Morelock is also Chait. 
man of the Papers Committee and has 
already lined up several excellent papers 
for the coming year. 












TWO BOOKS EVERY ENGINEER 


THE CATHODE 
RAY TUBE 
AT WORK 

By John F. Rider 


NEEDS 


To use the Cathode- 
Ray Tube to its full- 
est capabilities, it 
is necessary to 
understand its theory and func- 
tioning. This book explains the 
various types and what role each 
element plays. 

More than half the book is 
devoted to the practical appli- 
cations illustrated with oscillo- 
grams. 

450 ILLUSTRATIONS. 
338 PAGES. $4.00 





AC 
CALCULATION 
CHARTS 


Faster than a slide 
rule. It covers all 
A-C calculations in 


series circuits, par- 





allel circuits, series-parallel and 
mesh circuits, at frequencies from 
10 cycles to 100 megacycles. 
146 Charts —7’’x II” 
$7.50. 


Two colors 











JOHN F.RIDER Publisher, Inc. 


404 FOURTH AVENUE, NEW YORK 16, N.Y 


EXPORT DIV: ROCKE-INTERNATIONAL ELEC CORF 
13 E. 40TH STREET, NEW YORK CiTY CABLE ARLAB 
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An example of B-L Bat- 
tery Charger designed to 
meet specific needs. 





Specially designed B-L 
Transformer delivers 12 
voltsfrom the 115 volt out. 
put of the power suppl. 


B-L Selenium Rectifier 
converts AC to DC. 





This B-L Battery Charger meets 


special requirements of the Signal Corps 


r eae taieiee seaeammmenaaal — : 
i 
i 
t 


The problem of designing and manufacturing a 
charger for Signal Corps equipment which would 
meet the needs of increased loads was submitted 
to B-L engineers. The result is a Battery Charger 
producing ¢hree times the rate originally employed. 
It charges the batteries, and keeps them charged, in 
the Signal Corps equipment shown at the right. 


The alternating current power supply is con- 
verted to direct current by sturdy, specially built 
B-L Selenium Rectifiers which meet the demands 
of this unit for charging the 6-cell 12-volt batteries. 
... The Charger itself is built to withstand rough f An \ 
usage and the severe moisture of the tropics. q “4 

A switch controls rate of delivery—5 amperes Mobile Unit, with Trailer, made for the U. S. Signal Corps 
or 15 amperes . . . The built-in Thermal Circuit ee 
Breaker protects against overloads — the push 
button resets . . . The cut-out relay provides 





Have You a Conversion Problem? 
Twenty-five years of B-L specialized skill in AC-DC con- 


against any discharge of batteries in the event of version problems is available to you. We are designers of 
power failure . . . Four fasteners permit handy Selenium and Copper Sulphide Rectifiers, Battery Chargers, 
a “ and DC Power Supplies for practically every requirement. 
removal from or installation to the base. We invite your inquiries — without obligation. 
‘aR L-= COPPER 
SELENIUM ELECTRICAL 


RECTIFIERS SULPHIDE 





THE BENWOOD LINZE COMPANY 
1815 Locust Street * > ® St. Louis 33; Mo. 


DESIGNERS AND MANUFACTURERS OF COPPER SULPHIDE AND SELENIUM RECTIFIERS, 
BATTERY CHARGERS, AND D. C. POWER SUPPLIES FOR PRACTICALLY EVERY REQUIREMENT. 
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$M Fractional H.P. Motors for blower, 
band switching, turntable, and other 


radio applications. 


You can get a SM motor engi- 
neered and precision-built to your 
exact job specifications to give you 
maximum power per ounce of weight 


and per inch of space, long life and | 


dependable performance. From 


1/10th to 1/200th H.P. Speeds from | 


3,000 to 20,000 R.P.M. Voltage 
from 6 to 220 AC-DC. SM motors 
are built of quality materials in a 
plant with facilities for large volume 
production. Many thousands have 
been designed and built for signal 
corps and military aircraft use. What 
are your requirements? 7 





Dept. 30—1308 ELSTON AVE., CHICAGO 22, ILL. 


Manufacturers of special small universal, 
fractional H. P. motors, dynamotors, shaded 
pole motors, heater motors, generators. 
Design @ Engineering @ Production 
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NEW PRODUCTS 


(Continued from page 72) 


to 110 micromicrofarads in steps of one 
micromicrofarad, accurate within one 
mmid. plus or minus. A special grade of 
I.C.E. Vacuum Capacitors is also avail- 
able offering tolerances held to tenths of 
one mmfd. Thus it is now possible to se- 
cure vacuum capacitors with capacitance 
values other than the conventional models. 


ELECTRICAL CONNECTING 
DEVICES 


A new 32 page catalog, No. 14, has just 
been released by Howard B. Jones Com- 
pany of Chicago. It illustrates and de- 
scribes their complete line of multi-contact 
Plugs and Sockets, Terminal Strips, Fuse 
Mounts, etc. ; 

A request to this publication or direct to 
Howard B. Jones Co., 2460 W. George 
Street, Chicago 18, will bring a copy to 
you promptly. 


NORELCO CATALOG 
A new 8-page condensed catalogue called 

“Norelco Electronic Products” has been 

announced by North American Philips 

Company, Inc., 100 East 42nd Street, New 

York. 

The subjects covered are as follows: 

1. Cathode-ray, transmitting, power and 
amplifier tubes . 

2. Quartz crystal oscillator plates. 

3. Searchray (X-ray) inspection units. 

4. Geiger-counter X-ray Spectrometer. 

5. Film-type X-ray diffraction equipment. 

6. Metallurgical products—tungsten and 
molybdenum powder, rod, sheet and 
wire. Also aluminum alloy, enameled 
copper, resistance, silver and gold- 
clod silver wire in fine sizes. 

8. Medical X-ray euipment—radiographic 
units, tables, tube stands and miscel- 
laneous accessories. 


MIDGET TRANSFORMER 


A new transformer, 31/32” x 37/64” 
x 7/16”, small enough to be incorporated 
directly into the cases of earphones and 
hand-held microphones, has been developed 
by Permoflux Corporation to meet the 






Jiiacrcsforner Gpecculssts Gece 


.. ORIGINATORS OF TRU-FIDELITY AMPLIFIERS 





needs of efficient light weight communica 
tion and electronic equipment. ; 

A new design, combined with new! 
developed materials and manufacturins 
methods, results in an 80% to 90% B 
erating efficiency with a uniform freqneae 
response of +2 d.b. from 100 to 8,000 
cycles. These transformers can be madi 





with windings to provide impedances as 
high as 200,000 ohms and, when used as 
a choke coil, with inductive reactance 
as high as one megohm. They may be 


potted, shielded or hermetically sealed 
if desired. 
Permoflux Corporation, 4900 West 


Grand Avenue, Chicago 39, Illinois, de- 
signers and manufacturers of these new 
transformers, welcome inquiries regarding 
their many applications. 


RUBBER CEMENT 


A new rubber cement, named Plastilock 
500, a non-thermoplastic, water and aro- 
matic oil-resistant adhesive for bonding 
metals, wood, plastics and ceramic material 
to themselves or to each other is announced 
by The B. F. Goodrich Company, Akron, 
Ohio. The company claims it provides 
superior bonding qualities in any of its 
applications, and in some cases can be 
used in place of rivets or screws. 

The new adhesive, used for metal-to- 
metal bonding, has shown a shear strength 
of 3,250 pounds per square inch. Tension 
strengths of 4,000 pounds per square inch 
have been reached. Tests made after the 
bonding of wood and plastic to aluminum, 
which presents extremely difficult prob- 
lems of adhesion to other materials have 
resulted in the wood and _ plastic being 
torn because the strength of the bond was 
greater than that of these materials. 





TRANSFORMER DIVISION 


THORDARSON ELECTRIC MFG. (0. 


500 WEST HURON STREET, CHICAGO, it 
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GROUP SUBSCRIBERS 
SAVE UP TO 50%’ 


oiuil Tait Why : 





1“ 


=) 


6.) 


gy 


LOOK WHAT | SAVE-- 
A $3 SUBSCRIPTION ,,, 
FOR ONLY HALF... 





YY 


MEBBE THEY'LL LEAVE 
My RADIO MAG FOR 
ME FROM NOW ON 


os 


NS 





\ NEVER GOT AROUND 
TO SUBSCRIBING ~- THIS 
1S QUICK AND EASY 








eS 


ME-1’M BUILDING A 
REFERENCE LIBRARY 
OUT OF EACH ISSUE 











LL BE ABLE TO FOLLOW 
PRESENT AND POST-WAR 
DEVELOPMENTS 











IF THEY’RE ALL GETTING 
IT-1 WANT TO KNOW 
WHAT JHEYZL KNOW’ 








FORM YOUR GROUP TODAY- 














Every menth, vital departments acquaint you with new- 
est developments — editorial “ear-to-the-ground” re- 
leases keep you abreast of trends, in fact, ahead of 


most coming events. 


For a limited time only—save up to half the regular 
cost of a RADIO subscription by using the Group 
Plan, The more in a Group the more each saves, up 


to 50%.* 


a 








* THE GROUP PLAN 


Here’s what Group Subscriptions cost: 


One 1 yr. subscription ......$3.00 

Two 1 yr, subscriptions ..... 2.50 each 
Three 1 yr, subscriptions ... 2.00 ” 
Four 1 yr. subscriptions .... 1.75 ” 
Five 1 yr. subscriptions ..... 1.60 ” 


Six or more 1 yr. subscriptions 1.50 " 


Make a list giving each subscriber's name, 
address, employer's name and their respec- 
tive positions, 














RADIO MAGAZINES, INC. 
342 MADISON AVENUE 


NEW YORK 17, N. 
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NATION-WIDE 
MAIL ORDER 

DISTRIBUTORS . 
SINCE 1928 | 





RADIO +v0 
ELECTROMC 


DEVICES 


INDUSTRY 
VOCATIONAL 
COMMUNICATION 
PUBLIC UTILITY 
and 
EXPERIMENTAL 
APPLICATIONS 





BURSTEIN-APPLEBEE CO. 


1012-14 McGEE ST. 


KANSAS CITY 6, MISSOURI 





















Interested in an open wire line? 

The support illustrated above is one 
of several types Johnson can furnish. It 
mounts on a 3 inch iron pipe or a 4x4 inch 
400d pole and comes complete with cen- 
ter insulator and hardware. 

Suitable for 5, 6 or 7 wire, balanced 
lines, for antenra power up to 50 KW, 
the support is approximately 17x31'2 
inches overall and the outside conductors 
form oa 15 inch square 





Write for information and 
catalog 968(K) 


JOHNSON 


a famous name in Radio 


E. F. Johnson Co. 
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NEW PRODUCTS 


(Continued from page 78) 


Directions for applying Plastilock 500, 
as given by the company, are: 

Remove dirt, grease and scale from 
both surfaces to be bonded. Apply three 
coats of Plastilock 500 to each surface 
and dry each coat at room temperature 
for at least one hour. If thinner is re- 
quired, use denatured alcohol. Then as- 
semble and pre-heat at 250 degrees Fahren- 
heit for 30 minutes, 300 degrees Fahrenheit 
for 20 minutes or 350 degrees Fahrenheit 
for 10 minutes. Follow this by applying 
sufficient pressure to get good surface 
contact without squeezing out the adhesive 
and heat at 250 degrees Fahrenheit for 
45 minutes, 300 degrees Fahrenheit for 
25 minutes or 350 degrees Fahrenheit for 
12 minutes. 


BLOWER 


A new light weight blower for heat 
dispersion, the Model No. 244, has been 
added to the line of the L. R. Manufac- 
turing Company, Division of The Ripley 
Company, Torrington, Connecticut. The 
one piece housing with aluminum motor 





plate is 414” from top to bottom. Operat- 
ing under all conditions of climate and 
temperature the unit which weighs but 314 
ounces delivers 50 C.F.M. at 8000 R.P.M. 
It is available with shaft bores of either 
1895 inch or %4 inch. 

With the addition of this new model to 
its line the L. R. Company now _ has 
available blowers ranging in size from 3” 
to 6%” with weights from 2 ounces to 
12 ounces and with capacities ranging 
from 15 C.F.M. to 270 C.F.M. at 8000 
R.P.M. 





@ Need an Electronic Product Designed NOW? 
@ Need the Professional Assistance of Electronic 

Consultants in YOUR Design? 

Let our experienced staff take over the com- 
plete design responsibility of a communication 
or electronic product for you to manufacture, 
or if you require expert assistance in your 
design, call on us as your consultants. Write 
today, describing your problem 

ELECTRONIC ENGINEERS 
Designers ‘ Consultants 














Wanted — 
ENGINEERS 


Radio 

* Electrical 
Electronic 

* Mechanical 

* Factory Planning 
Materials Handling 
Manufacturing Planning 


Work in connection with the manufy. 
ture of a wide variety of new and af. 
vanced types of communications equip. 
ment and special electronic produch, 


Apply lor write), giving 
full qualifications, to: 


R.L.D., EMPLOYMENT DEPT, 


Western Electric (0, 


100 CENTRAL AV., KEARNY, N. J. 
*Also: C. A. L. 


Locust St., Haverhill, Mass, 
Applicants must comply with WMC regulations 





WANTED 
DESIGNER 


A Central New England manufacturer 
employing over 1000 people needs 
Draftsman-Designer on telephone and 
signaling (mechanical) apparatus. 


Knowledge of die-casting and _ plastic 
applications desirable. 


WMC Regulations Prevail. 


Reply to Box 223, 
c/o RADIO Magazine 








WANTED 
DEVELOPMENT ENGINEERS 


Mechanical and electrical. Graduate or 
equivalent training. Required for de- 
velopment work in the following 
branches: 

1. Electro-mechanical devices, commun- 
ication systems. Must be interested 
in development and familiar with 
magnetic circuits. 

2. Measuring and control instruments. 
Background should be in electrical 
engineering, including electronics. 
Statement of Availability Required. 











Box 272 Radio Mag. 





Box 222, c/o RADIO Magazine 






















© Fed McElroy 


World’s Largest Manufacturer 0! 
Wireless Telegraphic Apparatus 









COMPLETE CENTRAL OFFICE EQUIPME® 


McElroy Manufacturing Corp. 


82 Brookline Avenue « Boston, Massachuset 
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| ‘Oh, shes OLD/ 
Almost thirty f° 





Il, Mass, : 
lations At twenty, thirty seems ancient. 
At thirty, forty is distant middle age. 


At forty, well, it'll be a long time be- 
fore you’re fifty. ~ 


The point is that ten years ahead al- 
ways seems like a long time. Yet, ac- 
tually it passes “before you know it” 
... and you find yourself face to face 
with problems, opportunities, needs, 
that once seemed very far in the future. 

This is a good thing to remember to- 
day, when you buy War Bonds to speed 
the winning of the war. 


‘turer 
needs 
and 


lastic 


In ten years—only ten years—those 
bonds will bring you back $4 for every 
$3 you put into them today. 

Think of what that money may mean 
to you in 1955. An education for your 
children ...a home... maybe even re- 
tirement to the place and the life of 
your heart’s desire. 

All this your War Bonds can mean to 
you... if you buy all you can today 
and hold them to maturity. 

It won't be long till 1955. Not half as 
long as you think. 
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This is an official U.S. Treasury advertisement—prepared under auspices of Treasury Department and War Advertising Council 
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VACUUM TUBE 
VOLTMETER 
RF - AC - DC 


The result of 10 years of 
Vacuum Tube Voltmeter 


Engineering. 


MODEL VM-27 
1-3-10-30-100 volts full scale. 
Peak response, r.m.s. calibration. 
HIGH IMPEDANCE—4 megohms at 50 
cycles, 60.000 chms at 100 megacycles. 

7 megohms for d-c. 
ACCURATE—Better than 2 percent on 
d-c and 60 cycles thru megacycles. 
SELF-CONTAINED—115 or 230 volt 
50-60 cycle line operation. 


-&. RF PROBE 


Interchangeable probe included for 
convenience and efficiency in making 
AC and RF measurements. Input ca- 
pacity 5 micro farads. Ruggedly 
mounted 6H6 tube in balanced circuit. 
Complete $150 net f.0.b. Flushing, N. Y. 


ACCESSORIES 


To increase VM-27 range to 1000 volts. 


— 


10X AC MULTIPLIER 
MODEL ACM-27 


Input impedance even greater than 
probe alone. Flat response from 20 
cycles to 200 megacycles. 














$17.00 net f.0.b. Flushinge N. Y. 





10X DC 
MULTIPLIER 
MODEL DCM-27 





5 megohms input resistance. 





$8.00 net f.o.b. Flushing, N. Y. 





IMMEDIATE DELIVERIES 
ALFRED W. BARBER LABORATORIES 


34-04 F Cis LEWIS BLVD 
FLUSHING, N. Y. 
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YES, 
BRIDGEPORT 
WILL DO 

A BIG 
POSTWAR 
JOB 


Right now, Bridgeport is turning out 
search coils and variometers in the 
huge quantities necessary to meet the 
needs of the armed forces, and with 
the quality required by exacting mili- 
tary specifications. That same capac- 
ity and skill will be brought to bear 


on your postwar orders. 


Bridgeport’s central location, right 
near the population center of Amer- 
ica, gives you the added advantage of 
fast, trunk line delivery service to any 
point. Write to us TODAY to insure 
early postwar delivery of R.F. Coils 
and Chokes, I.F. Transformers and 
Transmitting Coils and Chokes. 











BRIDGEPORT 


MANUFACTURING COMPANY 
Bridgeport, Illinois 
R. F. Coils R. F. Chokes « 


Transmitting Coils «+ 


|. F. Transformers 
Transmitting Chokes 
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Another important 
underground movement. 


Unsheathed buried power cable insulated with Geon 


HOSE large power cables represent an important 

development in the electrical industry. As they 
pass through the basement wall, they go directly into 
the earth. There the thinner-than-usual coating of 
GEON insulation will, without benefit of lead sheath- 
ing, resist the effects of the soil’s acids and alkalies, 
will keep out moisture—while its excellent electrical 
properties will be maintained. 


On the other extreme, GEON polyvinyl materials have 
been made into thousands of miles of fine “spaghetti” 
to slip on radio and switchboard wire. Through the 
entire range of wire and cable insulation GEON’S un- 
usual properties have made possible a wide variety of 
applications. In addition to possessing fine electrical 
properties, GEON resists oils, acids, water, flame, heat, 
cold. It’s practically wearproof. It’s smooth — permits 


CHEMICAL DIVISION 
The B. F. Goodrich Company 


ROSE BUILDING e CLEVELAND 15, OHIO 
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easy handling and installation. Thinner coatings of 
insulation mean more conductors per conduit. GEON 
can be brilliantly colored in the entire NEMA range 
for easy, positive identification. 


Urgently needed for military uses, all the GEONS are 
subject to allocation by the War Production Board. 
Limited quantities are available for experiment, and our 
development staff and laboratory facilities will help 
you work out special problems or applications. For 
more complete information write Department WW-3, 
Chemical Division, The B. F. Goodrich Company, 324 
Rose Building, Cleveland 15, Ohio. 
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Helps Check The Quality of MURDOCK-Made Head Sets 


The W. J. Murdock Company of Chelsea, Massachusetts, 
relies on a HARVEY Regulated Power Supply 
106 PA to determine that head sets manufactured 
by them for the Armed Services meet Signal Corps and 
Navy Department Specifications. 


The HARVEY 106 PA, teamed with a wide range 
beat frequency oscillator, supplies a constant D.C. 
voltage for an amplifier testing the output of Murdock 
type R14 head sets. Input is three volts. Earphones are 
tested at four frequencies within the range of 500 to 
2500 kc., to check various decibel readings within 
that range. 


The HARVEY Regulated Power Supply 106 PA is 
operating successfully with constant frequency oscil- 
lators, amplifiers, pulse generators, measurement 
equipment and other apparatus requiring a constant 
source of D.C. current. It operates on 115 volts, 50-60 
cycles A.C., and has a D.C. output variable from be- 
tween 200 to 300 volts that is regulated to within one 
per cent. 


If you need a constant, thoroughly dependable source 
of D.C. power, better look into the HARVEY Regu- 
lated Power Supply 106 PA. The whole story is con- 
tained in a new bulletin. We'd be pleased to send it. 
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The new ELECTRONIC ENGI- 
NEER’S REFERENCE MANUAL 
now makes available to the practical 
engineer all the essential up-to-the- 
minute facts about electron tubes 
and related parts. More than 900 
types of Receiving, Transmitting, 
Cathode-Ray and Photo Tubes are 
described—with physical specifica- 


tions, characteristics, typical operat- 
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ing conditions, basing diagram 
war-time substitution chart and othef 
data. All this and more in one handy 
quick-reference book of 146 pagel 
that you can tuck in your pocket 
Note ring binding which makes ti 
pages lie flat when book is opéti 
Price $1.00. For copies writt 
National Union Radio Corporatiogj 
Newark 2, New Jersey. 
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